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EDITORIAL 


The Ohio Society of Professional Engineers circulated this month the first issue of its official publication 
Engineering Age, “published in the interest of engineering and public welfare.” Perry T. Ford is Pub- 
lisher and G. F. Rudisill is Editor. Here is a publication which covers the Ohio Society with laurels and 
should fill other State Societies with envy. ({f you have not received YOUR copy of this first issue, you 
owe it to yourself to subscribe for it without delay.) 


We feel that we could do no better in our editorial space this month than to re-print the foreword of 
Engineering Age. 


“EVERY ENGINEER A MEMBER 


Every engineer should be a member of the Local, State and National Societies. Being removed from close 
proximity to its activities we are apt to lose sight of the splendid work the National Society of Profes- 
sional Engineers is doing. 

Since Ohio passed its Registration Act in 1933, twelve states, through the efforts of the National Society, 
have passed the same law that governs our professional activities in Ohio. Four other states, including Michigan 
and Indiana, have modified their old existing laws to conform to the standards and requirements provided in 
the Ohio Law. Engineering registration acts are now in effect in 37 of the states. 


To make reciprocity workable and convenient to the engineers of the nation, uniform laws are essential. 
To this end the National Society of Professional Engineers has succeeded in having the Ohio Act adopted in 
fifteen other states, an accomplishment unparalleled in professional activities. 


We urge every engineer to be a member of “The Trinity,” your local, state and national societies. To give 
full expression to your professional obligations, this is essential and necessary. 
Some of the objects of the National Society are: 


To secure the enactment of a model uniform registration law for professional engineers in every state. 

To establish an active State Society of Professional Engineers, with County Chapters, in every state. 

To conduct an active, planned compaign of publicity on behalf of the engineering profession. 

_ conduct a campaign to secure public credit and recognition for engineers in connection with their 
works. 


To conduct a campaign to stimulate worthy engineering projects and public works and to promote in- 
creased demand for engineering services. 


To conduct a campaign to reduce the over supply of engineers by promoting selective limitation of student 
enrollment in engineering schools. 

To conduct a campaign to correct and improve methods of engaging engineering services. 

To conduct a campaign for better standards of compensation (fees and salaries) for engineering services. 

To conduct a campaign to restrict the use of the designation Engineer to members of the Engineering pro- 
fession. 

To initiate and promote legislation on behalf of the profession and to watch, report and fight any legisla- 
tion, national or local, tending to injure the interests of engineers. 

To publish a national non-technical magazine devoted to the professional, social and economic interests of 
the engineer. 


To build up and administer a reserve fund for assisting engineers in economic distress, and for assisting 
local units in critical legislative campaigns on behalf of the profession.” 
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AN ATTORNEY’S VIEWS ON 
“The Professional Worker” 


Excerpts from an address before the Philadelphia Chapter, 
Pennsylvania Society of Professional Engineers 


(Editor’s Note: Mr. Syme is an attorney who has specialized in Labor Relations and has represented the Unions in 
much of their legal work. In particular, he represented the unions in the famous Apex case). 


The professional man finds himself economically in a 
paradoxical position. On the one hand, he has been 
brought up upon the idea that he and his class are God’s 
chosen people, that economic organization insofar as he 
is concerned is unnecessary, that he must of necessity 
rely upon individual initiative and his individual ingenuity 
to achieve an important place for himself. 


On the other hand, the professional man finds himself 
faced with the same handicaps and the same difficulties 
as the worker. He also is living in an increasingly in- 
dustrialized society. He finds that what happened to the 
mechanic and to the skilled craftsman is happening to him. 
Mass production and mechanization are destroying the 
necessity for individual ability. There is no doubt of 
the fact that the typewriter, the adding machine, and other 
office equipment have to a great extent destroyed the re- 
quirement for extraordinary efficiency in the office worker. 
That is happening all over in every field of enterprise. 


The professional worker until now has been hood- 
winked and bamboozled. Every time he has asked for 
an increase, he has been given a more alluring title. I had 
the experience only recently where a bookkeeper of a 


large chain of cleaning and dyeing stores started at $30.00 
a week, with the title of bookkeeper; was “promoted” ‘to 
Vice-President at a salary of $27.50, and finally attained 
the post of President at a salary of $22.50. 


Collective action, then, for the professional man_be- 
comes daily more pressing and indispensable. I believe 
that the professional worker is reconciled to that. The 
only question and the only problem facing the profes- 
sional worker is what kind of union. The unions that 
have been built so far in the United States have been 
largely unions of mechanics and craftsmen. The indus- 
trial union consists of the unskilled artisan. The pro- 
fessional union is largely new, and very frankly, I be- 
lieve that leadership in program in the professional union 
will have to come from the professional worker himself, 
just as leadership in the boiler makers or paperhangers 
or automobile workers union comes respectively from the 
boilermaker, the paperhanger and the automobile worker. 


Once the professional worker has appreciated the prob- 
lem, he will have to cope with it. Too much reliance upon 
leadership from other fields is both unwise and to a cer- 
tain extent dangerous. 


The Speaker’s Reaction to the Meeting 


Pennsylvania Society of Professional Engineers 
921 Widener Building 

Philadelphia, Penna. 

Attention Samuel I. Sacks 

Dear Mr. Sacks: 

Thank you ever so much for your letter. It was a pleasure to 
address your group, even though many of your members violently 
disagreed with me. 

The fact that they did disagree indicates that they understood 
what I was driving at. It was also refreshing to find that some 
considered me a dangerous, long-haired radical, while others 
considered me a sissy and a reactionary. If you remember the 
discussion, there was one fellow who was of the opinion that the 
processes of production ought to be taken over by the State, and 
that there was no other solution for our economic problem; 
whereas many another member felt that I was going too far, that 
I had not answered the question as to the sit-down strike, and 
that I had merely heaped upon them a great many problems 
without giving them a satisfactory solution—a satisfactory solu- 
tion to them being the Hague method. 

I say it was refreshing, even though I found very few who 
agreed with me. Probably that is why it was so interesting. 


Sincerely yours, ae 


M. Herbert Syme. 


JUNE-JULY, 1938 


A Professional Engineer’s Reaction to the 
Meeting 


For two hours we were held spell bound by the human- 
interest way in which Mr. Syme presented his subject and an- 
swered our questions. 

Only 12 per cent of industrial plants in our country operate 
under collective bargaining—any contract, not necessarily closed 
shop, after half a century of labor union agitation. 

Paternalism on the part of the employer, like the Hershey 
attitude, has retarded collective bargaining. 

Mr. Syme traced the history of labor legislation beginning with 
the first laws passed in England in 1351 following the Black 
Death scourge, up to the “Justice Taft” period and the present 
National Labor Relations Board. 

He defined a Labor Leader as one who could arouse the rabble 
and lick the employer’s philosophy-calling names. 

Dae the problem the Railroads developed statesmen on both 
sides 

The stronger the Labor Union the more responsible they are. 

The N.R.A. brought an avalanche of strikes. The problem is 
far from settled. When the Campbell Soup strike occurred after 
hearings in Washington all representatives were told to “go back 
and settle”. 

The National Labor Relations Act called the Wagner bill has 
attempted by legislation to solve the problem. Samuel Gompers 
the great labor leader said “stay away from law.” 

In conclusion he said “collective bargaining is good.” Govern- 
ment must hear unfair practices against employes. Industrial 
peace and equity can be solved under our American system of 
democracy. 

The professional man in industry does not have to be organized. 
Can’t regiment professional workers and it is not desirable in 
the upper brackets. Result under-payment and over-work. Tend- 
ency toward organization more and more. 

Alfred A. Townsend, 
Treasurer for Publicity Committee. 
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NEW YORK STATE SOCIETY 
OF PROFESSIONAL ENGINEERS, Inc. 


OFFICERS 
1937-38 

inman, irman 

James M. Welsch Arthur V. Sheridan John C. Riedel Dutchess 
Zone 4—Thomas C. Desmond .................- Dutchess H "Niagara 
Zone 5—Elmer C. Lawton Albany Edmund A. Dollard 
(County Chapter Presidents ) Schenectady 


Headquarters: Room 2952, Grand Cent. Term., New York 
Program 
Eleventh Annual Meeting 
Friday, May 20, 1938 


1:00 P.M. REGISTRATION— 
Delegates and Guests—Main Ball Room Foyer 
2:00 P.M. GENERAL ASSEMBLY—East Ball Room 
President Alfred E. Roche, Presiding 
Address of Welcome in Behalf of New York City 
Dean G. Edwards, Consulting Engineer, Borough of 
Manhattan 
Reply, 
Alfred E. Roche, President 
Appointment of Committees. 
2:10 P.M. SYMPOSIUM 
Topics : 
1.The Place of the Surveyor in the Engineering 
Profession 
2. The Engineer as administrator of his own profession 
3. Legislation for 1939 
6:30 P.M. DINNER MEETING of the Executive Board 
—South Room 
8:00 P.M. CONFERENCE—Room E 
Chapter Secretaries 
Direction of Financial Secretary Ernest F. Fox 
Chapter Membership Chairmen 
Direction of Vice-President Andrew K. Johnson 
Saturday, May 21, 1938 
9:00 A.M. COMMITTEE MEETINGS—Rooms A & E 
10:00 A.M. GENERAL ASSEMBLY—East Ball Room 
Meeting called to Order by President Alfred E. Roche 
Opening Remarks 
Appoirt Tellers 
Charge Resolutions Committee 
10:20 A.M. BUSINESS ASSEMBLY 
Vice-President Frederick H. Zurmuhlen, Presiding 
Roll Call of Officers and Delegates 
Minutes of Previous Meeting 
Communications 
10:30 A.M. REPORTS OF OFFICERS 
10:50 A.M. REPORTS OF COMMITTEES 
Legislation—H. F. Lame 


Ethics—D. B. Steinman 
Practice Violations—E. J. McCormick 
Membership—A. K. Johnson 
Special Joint Investigation of Violations by State De- 
partment of Education and New York State Society 
of Professional Engineers—Michael McDonald, Erie 
County Chapter. 
11:50 A.M. RESOLUTIONS 
12:20 P.M. RECESS FOR LUNCHEON 
12:30 P.M. LUNCHEON—Grand Ball Room 
Guests 
as 2 Morris S. Tremaine, Comptroller, State of New 
ork 
Hon. Jeremiah F. Cross, State Commander American 
Legion 
William Wilson, President, New York State Society of 
Architects 
Charles H. Goodrich, M.D., Retiring President, Medical 
Society of the State of New York 
Arthur V. Sheridan, President, National Society of 
Professional Engineers 
Allan Hubbard, President Connecticut Society of Pro- 
fessional Engineers 
Jay A. Jacobs, President, New Jersey Society of Pro- 
fessional Engineers 
Willard S. Conlon, Executive Secretary, National Soci- 
ety of Professional Engineers ; 
Robert Hall Craig, Director-at-Large, Pennsylvania 
Society of Professional Engineers 
2:45 P.M. BUSINESS ASSEMBLY—East Ball Room 
Reconvene 
Vice-President Andrew K. Johnson, Presiding 
Unfinished Business 
3:00 P.M. REPORTS OF TELLERS 
Installation of Officers (The 1937-38 officers were re- 
elected) 
3:15 P.M. NEW BUSINESS 


CONVENTION COMMITTEE 
Frederick H. Zurmuhlen, Chairman 
A. V. Sheridan, Ex-officio 
Alfred E. Roche, Ex-officio 


C. W. Burke 


J. A. Brady 
W. J. Massa 


F. W. Malkmus 


I. W. Conway 
H. R. Towse 


Ben H. Krey 
F. Wackenhut 


G. A. Dorfman 
R. J. Van Wagner 


RECEPTION FOR THE LADIES 
May 2st, 10:00 A.M. to 5:00 P.M. 


Eleventh Annual Convention - Hotel Commodore, New York, N. Y. 
May 20 and 21, 1938 


THE AMERICAN ENGINEER 


Alphabetical List of Those Attending 


New York State Society’s Annual Convention 


Adams, Harry M. 
Anderson, James, Jr. 
Anderson, A. M. . 
Anderson, H. 
Arctander, Wm. L. A. 
Arison, Mrs. S. B. 
Arison, S. B. 

Avery, John 

Balcom, Mrs. H. G. 
Baldwin, Marvin C. 
Homer G. Balcom 
Barnes Howard 
Bartlett, Ford 
Benedict, Walter C. 
Belinky, Michael R. 
Benline, Arthur 
Bennett, Miss M. 
Renthin, Charles 
Bernson, Ralph B. 
Blake, William J. 
Blankstein, Harrison 
Blom, Gustav 

Bd. of Transportation 
Bd. of Water Supply 
Bosanko, S. 
Boughton, Van Tuyl 
Brady, Joseph A. 
Brandler, A. B. 
Brandler, A. B. (Guest) 
Briganti, Domenico 
Bruns, George H. 
Buse, Frederic J. 
Byrne, W. H. 
Cameron, Hugh S. 
Carter, Leon T. 
Chase, Cladd H. 
Clarke, Francis W. 
Claussner, Otto 

Cody, Vincent 

Cohn, Morris M. 
Cole, Edward 
Combustion Engr. Co. 
Concrete Plank Co. 
Conlon, Willard S. 
Conner, H. McKean 
Connolly, Peter 
Consolidated Edison Co. 
Conway, Ignatius W. 
Cook, Rudolph 
Cook, Rodney E. 
Cope, John J. 

Corry, Mrs. P. M. 
Corry, P. M. 
Cosmen, Frank G. 
Costa, Engineer Lucio 
Cross, Hon. J. F. 
Craig, Earl C. 

Craig, Robert H. 
Crepea, William 
Cuozzo, Donato 
Cybulski, Engineer 
Danfield, Howard W. 
D’Angio, E. J. 
Davidson, Louis 
Davidson, C. R. 
Davis, E. L. 
Dawson, James A. 
Debus, John 
Delaney, John J. 
Diamond, Joseph B. 
Diamond, Mrs. J. B. 
Dinney, Henry C. 
Dollard, John T. 
Dollard, Edmund A. 
Donahue, Walter R. 
Donegan, John J. 
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Donovan, E. L. 
Dorfman, George A. 
Dorfman, George 
Dounn, David K. 


Drake, Mr. & Mrs. F. A. 


Drummon, R. O. 
Dueland, Rudolph 
Duffy, James M. 
Dunne, Eugene R. 


Durham, Col. Henry W. 


Durkee, Merritt 

Durr, Charles E. 
Ehrenrich, S. B. 
Ehrenberg, J. N. 
Eilers, Herman F. 
Eisner, Ben 

Elliott, William S. 
Ettelman, Benjamin 
Fairman, James F, 
Farkas, Nicholas 
Farley, Joseph & guest 
Farnan, E. E. 
Farnham, Laurence V. 
Farrell, Bernard J. 
Federlein, W. G. 
Feiner, Mark A. 


Feiner, Mark A. (Guest) 


Felch, Henry L. 
Fenton, John V. 
Ferony, Louis J. 
Fertik, Joseph 
Fertik, Mrs. Joseph 
Field, Frederick W. 
First Division 
Fitzgerald, John J., Jr. 
Fitzpatrick, Edw. B. 
Flanagan, E. J. 
Flodin, Carl R., Jr... 
Fluhr, Thomas. 
Fogg, Arthur G. 
Foley, G. 
Foley, Patrick F. 
Fouhy, James F. 
Fox, Fredéric C., Jr. 
Fox, Ernest F. 
Franzcose, Engineer 
Freeman, Joseph T. 
Freeman, Gustave 
Friedeberg, Solon E. 
Friendly, H. H. 
iullam, Martin A. 
Gailor, C. F. 
Gallant, Frank L. 
Garretson, Harvey C. 
Gehron, William 
George, Gardner C. 
Gidanski, Chas. M. 
Giraud, Charles F. 
Giraud, Mrs. C. F. 
Gilsmann, Ernest W. 
Goldsmith, Saul 
Goller, John R. P. 


Goodrich, Chas H., MD. 


Gordon, George 
Gottron, Gustave L. 
Gray, William B. 
Greene, Harriet 
Greenwald, S. 
Griswold, F. F. 
Guinan, John F. 
Gunther, O. B. 
Haar, Selby 
Haiss, Carl E. J. 
Haring, Prof. Alex 
Harris, Harry E. 
Harris, Joseph S. 


Hartung, George A. 
Harwood, Julius 
Tlaugaard, William E. 
Hayden, Robert 
Hickey, Leo A. 
Hayes, Frank V. 
Hescheles, C. A. 
Hochstadter, Irving 
Hoilopeter, E 
Holzer, Ernest 
Hohauser, William J. 
Hohauser, W. J. 
Houghland, H. S. 
Hubbard, Allan 
Huie, Irving V. A. 
Hunt, Simon E. 


Irving Subwy Grating Co. 


Irving, James E 
Irving, Walter E. 
lsaacs, Max 

Janota, Louis 
Jacobs, Jay A. 
Jellinek, Charles 
Johnson, Andrew K. 
Johnson, Claude 
Kahn, F. 

Kallek, Nat 
Keating, A. J. 
Keating, Chas. S. 
Keaveny, Felix J. 
Kelly, John J. 
Kennedy, William F. 
Keplinger, W. S 
Kelly, Paul A. 
Kilcawley, Edw. J. 


Kingsley, Edwin A. 


Knight, John H. 
Kohl, Lewis E. 
Krakauer, Jay F. 
Krey, Ben 

Kron, H. 

Lake, Herbert H. 
Lambert, Arthur V. 
Lamb, Joseph H. 
Lang, Rudolph C. 
Lang, Mrs. R. C. 
Larkin, William 

La Rosa, Frank 
Laskowitz, I. B. 
Latham, William H. 
Lauritzen, Lauritz 
Laverty, Francis J. 
Lawson, David 
Lawson, J. C. Staveley 
Lawson, J. C. S. 
Lawton, Elmer C. 
Lellis, D. W. 

Leo, Rev. Bro. 
Lewis, C. H. 

Lewis, Harry 
Lewis, Mrs. H. 
Liebowitz, David 
Lippelt, Hans B. 
Loomis, Horace B. 
Lutz, George 
Malcomson, A. Bell 
Malkmus, Fred. W. 
Mansfield. P. B. 
Mardus, Frederick 
Mark, Jacob 
Marshall, H. Hall 
Massa, Wm. J. 
Master Builders Co. 


Matsui, Architect Yasuo 


Mauger, L. W. 


McCormick, E. J. 
McDonald, Michael D. 


W. P. McDonald Con. Co. 


McGrew, E. J 
McKee, Ralph 
McLaren, P. J. 
McLeay, Frank 
Meehan, Joseph A. 
Millman, Irving S. 
Millson, R. W. 
Mitchell, Chas W. 
Moon, Mrs. John A. 
Moon, John A. 
Moon, Vernon S. 
Moran, Harry P. 
Moran, John J. 
Murphy, George S. 
Murphy, William G. 
Nagler, Salyg 
Nelson, Martin 
Nelson, Edward N. 
Newman, Harry 
Nicastro, G. J. 
Nowaczek, Frank H. 
O’Brien, Edward I. 
O’Dea, Joseph C. 
Patterson, R. K. 
Perkins, M. 

Perrine, J. F. 
Perry, W. W. 

Pia, Robert J. 
Pietsch, James A. 
Piloff, Albert K. 
Pistor, G. E. J. 
Portland Cement Assn. 
Potter, Ray 
Praeger, Emil 
Rahill, B. H. 
Ralph, A. E. 
Rauthog, Walter H. 
Reck, William M. 
Reichelt, Victor H. 
Reid, Paul H. 
Keynolds, W. W. 
Hon. Ricci 

Riedel, Prof. John C. 
Kiedel, Mrs. J. Chas. 
Rhodes, George I. 
Rhodes, Mrs. G. IL 
Roche, Alfred E. 
Roe, H. Clyde 
Rosebrugh, David W. 
Rosen, Theodore 
Roth, Albert A. 
Rundall, James R. 
Rusciano, Anthony J. 
Rusciano, Vincent 


Rusciano & Bros. Corp. 


Sater, Ola 

Sauvlet, Thos. V. 
Scanlon, J. Leo 
Scholz, Richard 
Schroeder, H. 
Schumavon, S. P. 
Schwartzmann, H. 
Schwartzmann, 
Searles, Al. 

Seip, C. S. 

Serot, A. 

Setchell, John E. 
Sewall, Frank H. 
Sheridan, A. V. 
Shier, O. B. 
Shockley, Homer G. 
Shockley, Mrs. H. G. 
Smith, Amos T. 


Smith, C. H. 

H. B. Smith Co. 
P. Je: 
Smyth, Raphael J. 
Snyder, Herbert E. 
Spelman, Dorothy 
Spielvogel, S. W. 
Speyer, Elwin G. 
Standley, David 
Steinman, Dr. D. B. 
Stickney, E. E. 
Strohmeyer, Charles 
Stumpf, George H. 
Sullivan, Raymond 
Sweet, Arthur J. 
Swertz, F 

Swindells, Sydney S. 
Tauss, Edward 
Thatcher, Edwin H. 
Thompson, T. S. 
Timoney, Jas. V. 
TYorpey, Charles M. 
Towse, H. R. 
Tremain, Hon. Morris S. 
Trentler, Paul 
Trinidade, Architect 
Turner, Dr. William D. 
Valentine C. W. 
Valentine, Clifford W. 
Valentine, Claude H. 
Van Erp, Engineer 
Van Name, H. Austin 
Van Norden, E. M. 
Van Olinda, Fred 
Van Vieck, A. N. 
Van Wagner, Raymond J. 
Vermaelen, Engineer 
Vermont, Henry G, 
Verpillot, Emil 
Vertefeuille, Jos. A. 
Vertefeuille, Mrs. J. A. 
Viola, Felix 

Von Brand, Ernest K. 
von der Linn, A. N. 
Wackenhut, Fred 
Waddel, Louis M. 
Walker, Edw. L. 
Walther, Dr. Lee 
Walsh, Louis A, 
Ward, Frederick 
Warendorf, Walter P. 
Watt, Harold W. 
Watts, Jesse 
Wayrousek, Frank 


Weed, Lloyd W. 


Weeks, Harold E. 
Welsh, Joseph J. 
Welsch, W. Frederick 
Welsch, James M. 
Wenzel, Wm. L. 
Wepfer, William M. 
Werner, Robert 

West, Wm B. 

Wilson, William 
Wilson, P. Ney 
Wilson, Howard S. 
Wilson, William H. 
Wright, George E. 
Vates, William H. 
Yearwood, John 
Young, John A. 
Zurmuhlen, Frederick H. 
Zurmuhlen, Mrs. Fred 
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Resolutions Adopted at New York State Convention 


At the Business Session of the recent Eleventh 
Annual Convention of the New York State Society 
of Professional Engineers, Inc., the following resolu- 
tions were presented. The action taken on these 


resolutions was as noted below. 

Resolution Number One submitted by Westchester County 
Chapter in reference to the election of Directors of the State 
Society from the several Zones : 

Wuereas: The Chapters in each separate zone are, under the 
Constitution of the New York State Society of Professional En- 
gineers, represented by a member of the State Society elected as a 
director of the State Board by the State Society, and 

Wuereas: Such zone director should be the choice of the 
Chapters comprising the zone which he represents, and : 

Wuereas: Under the present system of election such zone di- 
rectors are not necessarily the true choice of the Chapters in the 
respective zones. Now therefore be it 

Reso.vep: That candidates for election to the office of zone di- 
rectors on the State Board be nominated exclusively by the 
Chapters in the zone they are to represent. And be it also 

ReEso_vep: That the election of such zone directors be limited 
by the voting of those members of the State Society which are 
members of the Chapters in the zone the nominee is to represent. 
And be it also 

REsoLvep: That the Constitution of the State Society be amended 
to give authority to the changes in this Resolution. 

In reference to changes in form of Election Ballot: 

Wuereas: The present ballot for election to office on the 
Board of the New York State Society of Professional Engineers 
provides for only one nominee for each office, and 

Whereas: It is the belief that the choice should be extended 
to two nominees other than those provided for by petition, be it 
therefore 

REsoLvep: That the nominating committee provide the names of 
two candidates for each office on the ballot. And be it further, 

REso.veD: That the Constitution be amended to authorize the 
provisions of this resolution. 

On motion duly seconded this resolution (2 parts) was referred 
to the Committee on Revision of the Constitution for further 


consideration. 


RESOLUTION NUMBER TWO SUBMITTED BY 
ALBANY COUNTY CHAPTER 


To amend the New York State Constitution to establish a De- 
partment of Professions: 

Wuereas: the subject of a constitutional amendment to the 
Constitution of the State of New York has been under discussion 
and 

WHenreAs: it has been suggested that this new constitutional 
amendment contemplates the establishment of a department to be 


known as the Department of Professions, or by some other equally . 


appropriate and all-inclusive title, and 

WHEREAS: such a department, properly conceived, organized, 
and administered, will serve as a broad basis for further inte- 
grating all the professions, and will provide in addition, a gov- 
ernmental medium through which individual professional groups 
may, without unnecessary restrictions, administer their own affairs, 
and 

Wuereas: The Constitution contains a Department of Archi- 
tects and 

WHEREAS: several other groups have attempted, through the 
introduction of constitutional amendments to change the name of 
this Department and convert it into another department, thereby 
avoiding the restrictions of creating a new department, 

Be it Heresy Hicury Resorvep: that the New York State 
Society of Professional Engineers take such action in concert with 
other professions or such independent action as may be necessary 
to further the introduction of a bill in the Constitutional Con- 
vention assembled at Albany for the purpose of establishing a new 
Constitutional Department of State, to be known as the Depart- 
ment of Professions, or by some other equally appropriate and 
all-inclusive title, which department would supersede the exist- 
ing Department of Architects. 

After discussion this Resolution was moved, seconded and 
unanimously carried. 


RESOLUTION NUMBER THREE SUBMITTED BY 
CHAUTAUQUA-CATTARAUGUS CHAPTER 


Wuereas: The New York State Society of Professional En- 
gineers has seen fit, in zoning the state, to place the Chautauqua- 
Cattaraugus Chapter in Zone 8, and 
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Wuereas: The Chautauqua-Cattaraugus Chapter thus becomes 
isolated, owing to the great distance from other cities in this 
zone, and 

WHEREAS: geographically and economically, the Chautauqua- 
Cattaraugus Chapter is very close to Buffalo, the center of Zone 9 

THEREFORE BE IT RESOLVED: that the New York State Society 
of Professional Engineers be, and is hereby requested to place 
the Chautauqua-Cattaraugus Chapter of the New York State 
Society of Professional Engineers in Zone 9 of said Society's 
grouping or zoning. 

This resolution was referred to Committee on Revision of the 
Constitution. 


RESOLUTION NUMBER FOUR SUBMITTED BY QUEENS 
COUNTY CHAPTER, REGARDING COOPERATION 
OF PROFESSIONAL ENGINEERING SOCIETY 
AND THE CIVIL SERVICE OF NEW YORK 

STATE 


WuereEas: the United States Works Progress Administration 
of New York State has numerous engineering positions for which 
especially qualified men are needed, and 

Wuereas: the United States Works Progress Administration 
of New York State has sought to fill these positions from recom- 
mendations of various organizations including State and Federal 
Employment Agencies, National Engineering Societies and local 
technical units and, 

Wuereas: the membership of the New York State Society of 
Professional Engineers consists only of qualified professional en- 
gineers, licensed to practice by the State of New York, therefore, 

Be iT ResoLvep: that the United States Works Progress Ad- 
ministration through its district administrator be requested to 
utilize the service of the respective county chapter when any 
vacancy may exist, using their lists of recommendations as their 
principal source of intake, and further 

BE IT ReEsoLvep: that a copy of this Resolution be sent to each 
district Administrator, and to Mr. Harry L. Hopkins, Federal 
Administrator of the W.P.A., Washington, D. C. 

After considerable discussion this resolution was, on motion, 
duly moved and seconded, adopted unanimously. 


A RESOLUTION 


Extolling our former President, the late Arnold G. Chapman 
was submitted by the Westchester County Chapter and on motion 
referred to the Executive Board of the New York State Society 
of Professional Engineers. 

Wuereas: the death of Engineer Arnold G. Chapman of Albany, 
New York on June 3, 1937 in New York City has brought about 
an irreparable loss to the engineering profession as a whole and 
especially to his comrades of the New York State and National 
Societies of Professional Engineers; and 

Wuereas: he was one of New York State’s most able engineers, 
a friendly gentleman of high ideals, a respected citizen, and a tire- 
less worker with great vision; and 

Wuereas: he applied his qualifications unselfishly along with 
his colleagues for the unification of all engineers into a single pro- 
fession and for the successful accomplishment of raising En- 
gineering to the legal status of a learned profession; and 

Wuereas: due to his training, his natural ability, his willing- 
ness, and his efforts he not only helped weld into being a State 
and National organization of Engineers but served early as one of 
our most successful and beloved New York State Society Presi- 
dents, and later actually passed away while away from home in the 
interest of the Engineering Society he had so ably championed, 

THEREFORE BE IT RESOLVED: that we, the Westchester County 
Chapter of the New York State Society of Professional Engineers 
who knew him so intimately and held him so dearly, do hereby 
set in motion the idea of establishing a suitable and lasting 
memorial to our friend Arnold G. Chapman. 

Be iT FurtHer REsOLveD: that this remembrance from his 
friends of the Engineering Profession be made in form of a 
scholarship or other equally fitting token to be applied at Union 
College, the Alma Mater of Engineer Chapman. 

Be ir FurtrHer Resotvep: that a copy of this resolution be 
transmitted to the New York State Society, Alfred E. Roche, 
President, with the request that the State Society carry forward 
this movement calling for State-wide participation to bring about a 
fitting memorial in honor of Engineer Arnold G. Chapman. 

A Resolution from the floor that the Legislative Committee of 
the Society be appointed as a Committee to confer with a similar 
Committee of Professional Engineers in Civil Service to endeavor 
to present a united front on matters pertaining to the Engineer- 
ing Profession. 
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FORUM ON ETHICS e 


Dear Editor: 


I am enclosing a letter to Engineer Strohmeyer on a question of ethics. 


There should be, in my opinion, one Standardized Code of Ethics for all Professional En- 
gineers approved in every state by the Professional Societies and their affiliates, and recog- 


nized by the State laws relating to engineering. 


With this in view, would not a page, Forum on Ethics, in the AMERICAN ENGINEER bring 
in a considerable number of valued opinions from different sections on the subject and be of 


wide reader interest? 


Yours truly 


HARRY E. HARRIS 
Connecticut Society of Professional Engineers 


STANDARD CODE OF ETHICS FOR THE 
ENGINEERING PROFESSION 


Such a Standard Code should embrace these factors, giving 
them importance in the order named. 

1. The relation of the professional engineer to Public Interest. 

2. The relation of the professional engineer to his Client. 

3. The relation of the professional engineer to his Profession. 

4. The relation of the professional engineer to his Professional 

Brethren, 

The first is the most important. His training and his legal 
recognition entail the first duty of the Professional engineer to 
serve and protect society. 

In regard to the second, he should serve his client or employer 
with his best efforts and protect his interests, even though it 
may be to his own disadvantage, not only during his engagement, 
but forever after its termination. Should he find that his client’s 
or employer’s desires, plans, or interests should involve any- 
thing not compatible with his own sense of right or honor, or 
with his proper relations to Public Interest, the Profession or 
his colleagues, he should terminate the engagement, but hold in 
strict confidence and not in any way disclose any of his knowledge 
of his client’s or employer’s affairs. 


The third will be served and no reflection that may besmirch 
his profession will ensue if the professional engineer will, in 
consideration of the foregoing, maintain his relations to public 
and client with probity and responsibility. 


The fourth item many seem to feel the most important, but it 
may be submitted that it is merely a question of self-interest and 
that a professional engineer who disparages a brother engineer, 
attempts to detract from his achievements or tries to chisel in on 
or injure another’s practice is one who would subscribe to every 
and any code of ethics and follow none, and one who is unworthy 
of membership in the Profession. If there be such a one, code, or 
even laws will not control him, but a strict code is necessary 
that he may be disciplined for its transgression and ostracized 
from the Profession. 

As a means to start this standardization, delegates from each 
State Professional Engineering Society, as a Committee of the 
National Society of Professional Engineers, could cooperate with 
State Examining Boards, the National Council of State Boards 
of Engineering Examiners, Professional Engineer’s Legislative 
Committees, other professional engineering groups and lawmaking 
and enforcement bodies to unify and correlate the many local- 
ized, proposed and existing codes into a universally accepted 
Standard Code for the Profession. 


By Harry E. Harris 


RICHMOND COUNTY CHAPTER 
THE NEW YORK STATE SOCIETY 
OF 
PROFESSIONAL ENGINEERS, INC. 
CODE OF ETHICS 


That the dignity of his chosen profession may be main- 
tained, it is the duty of every member to conduct himself 
according to the principles of the following Code of Ethics: 


1. The Professional Engineer shall at all times recognize 
his duty to the Profession and to the public. He 
shall conduct his practice in accordance with the 
highest standards of a learned profession. 


2. He shall not associate himself with, nor allow the 
use of his name by any enterprise of questionable 
character. 


3. He shall not seek to displace a fellow practitioner. 


4. He shall not use public office for self-advancement 
in private practice to the detriment of other mem- 
bers of the Profession. 


5. He shall not accept compensation for a particular 
service from more than one source, except with the 
full knowledge and consent of all interested parties. 


6. He shall at all times advise his client or employer of 
any interests or affiliations which might influence his 
judgment or impair the quality of his services. 


7.He shall not divulge any confidential information 
obtained by him from a client or employer. 


8. He shall not retain or employ Engineers or assistants 
at a remuneration incommensurate with the services 
rendered. 

9. He shall discourage the indiscriminate use of the 
term “Engineer,” which should be restricted to 
designate only legally recognized members of the 
Profession. 

10. He shall maintain a dignified interest in civic affairs 
and shall advise, cooperate and use his special knowl- 
edge, skill and training in behalf of the common weal 
and for the progress and benefit of mankind. 


(Editor’s Note: We will welcome an expression of opinion on this subject from any member of the National Society of Professional 


Engineers.) 
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1938 Convention Committee 


of N.S.P.E. Is Announced 


October 17, 18 and 19 are the tentative dates 
which have been chosen for the 1938 conven- 
tion of the National Society of Professional 
Engineers to be held in Pittsburgh. The Penn- 
sylvania Society of Professional Engineers has 
underwritten the preliminary expenses of the 
convention, according to information received 
from the publicity committee. 

At a meeting on June 6th, the Convention 
Committee decided to make “Metals” the chief 
subject for discussion. 

The official 1938 Convention Committee of the 
National Society of Professional Engineers has 
been announced as follows: 

Eckels, Samuel, (Chairman), 616 Grant Building. 


Stumpf, Edward H., (Vice-Chairman), 1004 Royal York 
Apartments. 


Aires, Benjamin H., (Secretary-Treasurer), 610 Maloney 
Building. 

Berg, Ragnar, (Chief Engineer, Koppers Co.), 950 Kop- 
pers Building. 


- Clarke, A. C., (Asst. Chief Engineer), Baltimore & Ohio 
R. R. Co., Maloney Building 

Dillon. Sidney, (Chief Engineer), Carnegie Illinois Steel 
Corp., Carnegie Building. 

Forsberg, R. P., (Chief Engineer), P. & L. E. R. R. 
Station. 

Fenelon, Earl S., (Asst. Chief Engineer), H. J. Heinz 
Company. 

Growdon, J. P., (Chief Engineer), Aluminum Company 
of Amer., Gulf Building. 

Holbrook, E. A., (Dean of School of Engineering & 
Mines), University of Pittsburgh. 

Hutchinson, Alex, 608 South Avenue. 

Leonard, J. F., (Asst. Chief Engineer), Pennsylvania 
R. R., Union Sta. 

Littler, C. W., (Chief Engineer), J. & L. Steel Corpora- 


tion. 

McCall, C. H., Gulf Oil Corporation, Gulf Building. 

Olsen, A. George, (District Engineer), Bethlehem Steel 
Corporation, 1216 Oliver Building. 

Reiger, Ernest, National Steel Corporation, Grant 
Building. 

Reppert, Charles M., 3201 Grant Building, c/o Gilbert 
Varker Co. 

Smith, M. W., (Manager of Engineering), Westinghouse 
Electric & Mfg. Co., Union National Bank Bldg. 

Stanton, Charles B., (Professor Civil Engineering), Car- 
negie Institute of Tech. 


(Note: All the above addresses are 1n Pittsburgh, Pennsylvania.) 


Connecticut Engineers Arrange New York 
World’s Fair Inspection Trip Oct. 12 


In an earlier issue of the AMERICAN ENGINEER, 
advance notice was given to members of the C.S.P.E. 
of a proposed trip to the New York World’s Fair 
Grounds. The special Committee appointed by En- 
gineer President Allan Hubbard, headed by Executive 
Chairman Engineer William J. Mahan, reported 
favorably and definite plans have been adopted for 
this tour to be held on Columbus Day, October 12, 
1938. 

The purpose of this inspection trip will be to make 
an engineering inspection of this project, and to visit 
and have described engineering accomplishments of 
some of the more important units. This trip, will 
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be well in advance of the Fair opening date, set for 
April 30, 1939, in order that engineering aspects may 
be viewed and discussed before being thrown open 
to the public. 

Widespread enthusiasm among engineers in the 
State indicates the interest shown in this $150,000,000.- 
00 project. 

The 1,21614 acre site was established in a 190-day 
engineering feat of moving nearly 7,000,000 cubic 
yards of ash, mountain and meadow map in a once 
worthless area adjacent to Flushing Bay but within 
a few minutes from mid-town Manhattan. Fair 
grounds will be dominated by two Theme Centre 
structures—‘“Perisphere’”—a 200 foot globe, seemingly 
supported by a spray of fountains—and the “Trylon” 
—a 700 foot three-sided, needle beacon and beam 
broadcasting equipment. These two centers, each 
containing over 1,000 engineering wonders, are being 
watched by the world, even in the phases of construc- 
tion. 

Connecticut Engineers will have an opportunity to 
personally inspect and have explained all of these 
features at a time when an uninterrupted study may 
be made and accompanied only by Engineers. 

The fact that the special committee has been able 
to arrange this trip in advance of the actual Fair 
opening has stimulated much interest, as once the 
Fair is opened to the public, the details and apprecia- 
tion of the marvellous engineering accomplishments 
will be appreciably reckoned by their commercial sur- 
roundings. 

In order to promote a better mutual understanding 
and so as not to limit this inspection trip only to 
members of the Connecticut Society, the Executive 
Committee in charge of plans have already invited the 
Connecticut Society of Civil Engineers to join with 
them as joint sponsors of this trip. 

A complete schedule and itinerary of the trip is 
shortly to be sent out to all members through the 
Secretaries of both C.S.P.E. and C.S.C.E. 

The entire trip will be known as “Connecticut 
Engineers’ Inspection—New York World’s Fair” and 
the Secretary-Treasurer on the Executive Committee 
is Engineer H. Jackson Tippet (C.S.C.E.) Box 235, 
New Haven, Conn. Members from both Societies 
have been appointed at an Executive Meeting to serve 
as Chairmen, Vice-Chairmen and Committee Workers 
in charge of various divisions that are required to 
handle the vast detail of such an excursion. 

Invitations have been sent out by Engineer Tippet 
asking that Secretaries of other Technical Societies 
throughout the State notify their members of the 
Committee’s desire to join with us. 

Large groups from The American Institute of 
Electrical Engineers, American Society of Mechanical 
Engineers, the Western New England Chapter, 
Eastern Section, International Association of Elec- 
trical Inspectors, and other organized technical groups 
are expected. 

A special train has been arranged from Hartford 
to New York, stopping at various stations en route 
wherein the various groups will join together. Bus 
connections for all are being planned from the Rail- 
road Yards at Lock Haven direct to the World’s Fair 
site. 


(Continued on page 24) 
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Why 


The article “The Engineer and His Societies” by Engr. 
G. J. Nicastro in the October number of the AMERICAN 
ENGINEER, calls to mind a paper by Prof. Huber O. 
Croft, published in Mechanical Engineering, July 1935. 

Engineer Nicastro has ably handled the subject but | 
cannot agree with him upon the advantages of consolida- 
tion as illustrated by the Engineering Societies Library ; 
an inert collection of books cannot be, in my mind, 
analogous to a consolidation of live, functioning associa- 
tions having widely different purposes and activities, and 
incompatible fundamental organizations. Neither can 1 
see the true comparison between the military type corpora- 
tion management and its various departments with the 
voluntary democratic association of engineers for profes- 
sional, beneficent and political affairs. 

While believing strongly in a unified profession with 
Engr. Nicastro, I feel that the National Society of Pro- 
fessional Engineers with its State Society Affiliates is 
rapidly making this a fact and whether the Technical 
Societies consolidate among themselves or not, is a sep- 
arate matter from actual unity and solidarity in an eco- 
nomic and public sense for the profession. 

Unity, as expressed by sending appointive delegates 
from different groups once a year to do a little flagpoie 
sitting, may attract attention but does not do the profes- 
sion much good not even those members who hear about 
it. 

A Unity, on the other hand that has every member in 
every chapter an active worker to gain the same objec- 
tives, can accomplish much as has been proven in the 
short existence of the Professional Societies. 

The discussion of the advisable relationship between 
the Founder or Technical Societies and the National 
Society of Professional Engineers opened by Mr. Larkin 
in the August Mechanical Engineering, Member’s Page, 
and discussed by Mr. Hercheles in September, and again 
in October in the same journal, by Engr. Nicastro, is in 
my belief, a matter of vital interest to every member of 
our profession. As a life member of the American So- 
ciety of Mechanical Engineers since 1911, my first loyalty 
is to that society. As a founder member of the National 
Society of Professional Engineers, I warmly endorse its 
purposes of obtaining public and political recognition for 
the legalized profession and I watch its spontaneous 
growth with satisfaction. 

I have tried to see some happy and practical way oi 
close coordination between the two groups, but it seems 
to me, at present at least, perhaps better that each should 
try to continue their own special functions without over- 
lapping, but with a spirit of entire friendliness and co- 
operation. 

It seems to me that at this time any attempt at a 
junction such as Engr. Nicastro suggests would be like 
having a Civic Club and a half dozen churches of different 
sects in a town and trying to effect a junction of all the 
churches with the civic club into a single organization, 
merely because all members of the club attended tl.e 
different churches. This might prove somewhat difficult 
because the very type of organizations, aims, manage- 
ments, finances, etc., are entirely different. 

The same is true in a way in regard to the technical 
societies and the professional groups. 

With the Technical Societies, they are distinctly so- 
cieties supporting by the member’s dues, a central office 
or management and dues collecting body whose policies 
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are directed largely by a resident manager or Secretary 
with a large staff of paid assistants. 

Branches and Sections are subsidiary and permissive, 
and the individual members have practically nothing to 
say in the operation of the society. All questions of any 
importance are decided by the central governing body. 
Committee work and research is largely subsidized Ly 
corporations or corporation executives, as members serv- 
ing on Committees generally have their time and ex- 
penses paid by their employers. Members attending 
meetings and conventions also usually have their ex- 
penses and time paid by their employers (excepting the 
employers themselves) except section delegates whose 
costs are paid out of member dues. 

I have attended technical society committee meetings 
and conventions as a section delegate, committee mem- 
ber and as chairman a great many times during my 26 
years’ membership and continue to take a close and active 
interest in the technical work of the society. I have 
served thus while engaged consecutively as a corporation 
employee, an executive, a corporation head and employer, 
and as an engineer in independent personal service prac- 
tice. I have spent much time and money in connection 
with my activities for the Society. I mention this to 
show that I am familiar with the subject and can speak 
authoritatively. I am offering no criticism. I believe that 
to fulfill its purpose the Technical Society must not only 
have its membership income, but must be largely as- 
sisted by corporate employers. 

The member benefits by having his personal technical 
horizon widened, while the employer has the vast benefit 
of the advancement of technique for commercial applica- 
tion, and the general public without knowing it is the 
ultimate beneficiary of the discoveries of research, of tech- 
nological development and of the advantages of standard- 
ization. The Technical Society thus fulfills its purpose 
for the good of all. 

On the other hand, with the National Society of Pro- 
fessional Engineers you have an almost diametrically op- 
posite type of association. It is a professional unity of 
all classifications of Engineers conjoined together in ac- 
tive endeavor for the betterment of the profession. 

Instead of a central directing office, the National Body 
consists of delegates sent by each State Society and it is 
entirely dependent upon and subservient to the State 
Bodies who contribute a proportion of the funds that they 
receive from the Local Chapters for the necessary mini- 
mum expenses of the National Body. 

The different State Societies of Professional Engi- 
neers are in turn dependent upon and subservient to the 
Local Chapters and every member in every chapter has 
an opportunity to be heard at the monthly or bi-monthly 
meetings of his chapter. 

It is a society for the benefit of the engineering pro- 
fession primarily, and not for the advancement of cor- 
poration interests. It takes no part in the different 
techniques of the many and indivisible activities of the 
engineer, but it demands public and political recognition 
for the immense work that the engineer is doing in his 
various technical groups as well as fn the performance 
of his daily services. 

Thus it fully supplements, completes, and crowns the 
educational, technical and social work of the engineering 
schools and educational societies, the founder groups and 
the engineers’ clubs, by placing the engineer before the 
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public as a member of a high profession, and as a leader 
in affairs of state, local and national. 

In the short time elapsed since their organization, the 
affiliated Professional Societies have done much toward 
the accomplishment of the following ennumerated ob- 
jectives: 

1. An elevated status for the professional engineer 
with deserved public prestige and political recognition for 
the profession. 

2. Improvement in modes of engaging engineering 
services. 

3. Limitation of the designation “Engineer” to those 
rightfully entitled to use it and prevention of the per- 
formance of engineering duties by other than qualified 
engineers, in either public or private work. 

4, Assistance of engineers in need. 

5. The election of engineers to public office. 

6. Promotion of participation of professional engineers 
in matters of national, state, and local importance and 
cooperation with national, state and local government, 
officers, commissions, associations, societies, clubs, or 
other groups with the purpose of public service to their 
country and its citizenry. 

7. Political inclusion of the professional engineer in 
planning, development and operation of public projects 
and national state and civic engineering works, and in 
the preparation of legislation pertaining thereto. 

8. Better selective methods of admission of students 
to engineering schools and the elevation of both entrance 
and graduation requirements. 

9. Supplementing the functions of educational, tech- 
nical, and social engineering groups, societies, associa- 
tions, or clubs by public, political, legal, welfare, employ- 
ment and similar activities designed to raise the economic 
status of the profession. 

10. Full cooperation with all engineering groups and 
individuals toward professional unity and_ solidarity 
through the entire profession, regardless of specialty of 
classification. 

11. Uniform and reciprocal improved state registra- 
tion laws for professional engineers. 

12. Legislation on behalf of the Profession and or- 
ganized opposition to any legislative actions tending to 
deprive the engineer of any of his professional rights. 

I do not know that the Founder Societies have accom- 
plished anything of note along these lines, nor do I con- 
sider it amiss if they have not. I do not consider these 
objectives necessarily a proper function of a purely tech- 
nical group depending in a large part upon corporate 
employer assistance for the continuation of their technical 
developments. 

I would earnestly deprecate any attempt such as Mr. 
Hercheles suggests toward making the individual Tech- 
nical Societies part of a unified conglomeration. They 
have developed to a high state of perfection along special- 
ized lines and they should not lose their identity nor 
corporation support. 

On the other hand, the National Society of Professional 
Engineers, embracing all divisions of the profession for 
economic and public purposes, with the direct welfare 
and public recognition of the engineer and the elevation 
of the profession among its avowed aims, should remain 
an independent society OF the engineers, BY the engi- 
neers, and FOR the engineers, with a purely democratic 
organization. It should enter into no junction with any 
other groups subsidized, no matter how indirectly, by 
corporate interests. 

I in no way intend to infer the existence or possibility 
of any opposition or conflict between the interests of the 
engineer and those of the employer corporations ; they are 
interdependent, but I feel that the only way for an inde- 
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pendent society of professional engineers to remain suffi- 
ciently independent, to retain a free hand to carry out its 
purpose of being, is to avoid any such merger, while re- 
maining actively cooperative in all friendliness with the 
other engineering, educational, manufacturing and _busi- 
ness groups. 

The idea of combining all the 100 odd engineering 
societies into one big society is very attractive and cer- 
tainly Utopian and also somewhat reminiscent of the 
I.W.W. With our political economy it seems that such 
a combination, even if possible, must certainly do more 
harm than good. It might be feasible in a Communist or 
Fascist State, it might possibly be advantageous under 
such regimes. However, under our form of government 
pledged to individual independence and constitutional 
rights, it would be impracticable to get all these various 
groups having such varied financial, technical, profes- 
sional, social, and functional aspects to each give up part 
of their purposes and prerogatives and sacrifice their 
identities in the merger. 

It may be cheaper and save time for a number of 
families to live together in communalism but this has its 
offsetting disadvantages and most of us still prefer a 
separate existence of some sort however humble or in- 
efficient. With societies or clubs of similar character, 
whose reasons for being are almost identical, their mem- 
bers rarely will voluntarily consent to a merger, although 
such conjunctions sometimes happen necessarily under 
the drive of financial difficulties. 


Open Forum 


Dear Editor: 


The writer is very much interested in the efforts of our State 
Society to improve the condition of the National Guard Engi- 
neer Regiments. This subject has been discussed in the Pitts- 
burgh Chapter. 

To complete the picture and give the other Engineers an idea 
what it is all about it might be well to quote the extract from 
Army Regulations relating to the Officers’ Reserve Corps, Corps 
of Engineers, a copy of this extract is enclosed. 


Ray S. Quick, 
Pittsburgh, Pennsylvania, Chapter. 


EXTRACT FROM ARMY REGULATIONS 140-28 


The required years in which the applicant must have been 

actually engaged in engineering or in some business related to 
engineering which fits him technically for service in the Corps of 
Engineers will be as follows. 
For the grade of Years 
Second lieutenant (completion of each year’s instruction 

as described in par. 13 b(1) will be considered as the 


equivalent of one year’s civilian experience) .......... 2 


Par. 13 b (1) SCOPE—An education equivalent to that re- 
ceived by completing an engineering or other appropriate technical 
4 year course at an institution of recognized standing. 
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Physics, Mathematics, and Engineering 
By Frep E. AYER 
Dean, College of Engineering, University of Akron 


The following study is interesting in that it shows 
the correlation between ability in physics and matha- 
matics, and capacity for engineering training. Inas- 
much as engineering is applied physics, and an un- 
derstanding of its laws requires time as well as 
study. We have always required physics as both 
a freshman and a sophomore subject for engineers. 

The study includes the freshmen who entered in 
September from 1921 to 1931 inclusive, and the 
graduates who received their degrees in June of the 
years 1926 to 1936 inclusive, ours being a five-year 
cooperative course. The grades are for the first 
semester and no account is taken of the relatively 
few who may have entered in mid-year, or who 
transferred from other departments or other colleges. 


Freshmen entering in September .... 745 
Graduated in Engineering ......... 207 or:27.8% 
Failed neither mathematics nor physics 469 
Graduated in Engineering ........ 185 or 39.5% 
Failed mathematics and passed physics 116 
Graduated in Engineering ........ 17 or 14.7% 
Failed mathematics, or mathematics 

Graduated in Engineering .......... 200r 8.7% 
etter or both ‘276 
Graduated in Engineering .......... 220r 8% 
Failed physics and passed mathematics 46 
Graduated in Engineering ........ Zor 4.3% 
Failed physics and mathematics .... 114 
Graduated in Engineering ........ 3or 2.6% 


Our conclusion is that engineering students who 
can not, or will not, pass mathematics and physics 
in their first semester, better transfer to some other 
department. 

(Additional Conclusion: The most effective apti- 
tude tests for pre-qualification of prospective engi- 
neering students are: 1. Physics. 2. Mathematics. 
—Dr. D. B. Steinman). 

Journal of Engineering Education, April, 1938 


Dean R. L. Sackett, 
Pennsylvania State College, 
State College, Pa. 


Dear Dean Sackett: 

In the April number of the Journal of Engineering Educa- 
tion I find an interesting article by Dean Fred E. Ayer of the 
University of Akron. He reports the results of a 15-year study 
of the correlation between ability in physics and mathematics 
and capacity for engineering training. The grades are for the 
first semester and the comparison is with subsequent graduation 
at the end of the five-year course. Of those who failed neither 
physics nor mathematics in the first semester, 39.5% ultimately 
graduated. Of those who failed in mathematics and passed physics, 
14.7% graduated. Of those who failed physics. and passed mathe- 
matics, 4.3% graduated. Of those who failed both physics and 
mathematics, only 2.6% ultimately graduated. These figures 
forcibly support the conclusion that the most effective aptitude 
tests for prospective engineering students are physics and mathe- 
matics, and that of the two physics is the more significant. 

All of this merely serves to confirm what I have been trying 
to say to you for the past several years. I do not see why your 
Committee on Student Selection and Guidance has to spend so 
many years on the search for aptitude tests and on a voluminous 
statistical study of their validities when the answer has long been 
known to the profession. According to the figures reported by 
Dean Ayer, physics and mathematics combined constitute 97% 
of the answer; taken separately, mathematics gives 85% of the 
answer and physics gives 96% of the answer. 
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In view of these facts, I also fail to see why your Committee, 
in its search for aptitude tests, has ignored physics and has sub- 
stituted English. I realize, of course, that English, or ability in 
written and oral expression, constitutes an essential requirement 
for success in any of the professions, as well as in many other 
callings, but we cannot expect for English any marked showing 
of discriminativeness or differentiation as between these dif- 
ferent callings. Engineering is essentially founded on mathematics 
and the applied science, and the logical tests of maximum validity 
for prospective engineering students are physics and mathe- 
matics. I do not believe that you will dispute this conclusion. 

Instead of spending any more valuable years in further statis- 
tical studies of various suspected aptitude tests, it seems to me 
that your E.C.P.D. Committee should start with what is known 
and established, namely the conclusive validity of physics and 
mathematics, and devote its time to a study of ways and means 
for effectuating such aptitude tests as a basis for prequalification 
or selection of engineering students. 

I feel very strongly that the first step in this direction should 
be the requirement of examinations or record of high proficiency 
in high school physics and mathematics as a perequisite for ad- 
mission to the engineering schools. E.C.P.D. can do a valuable 
work in bringing about the general acceptance of such require- 
ment. Until this is done, our schools are handicapped in the 
progress they can make by reason of the inadequate preparation of 
those admitted. In addition our schools are cluttered with those 
who will never make the grade, and the students themselves 
suffer the economic waste of their investment of time and money 
and ambition. All of this is not conducive to the advancement 
of the standards of the engineering profession. 

In line with the invitation that has been extended to the mem- 
bers of E.C.P.D. to follow the work of its several committees, 
the foregoing is offered in a spirit of helpful and constructive 
comment. I shall be glad to get your views on the points I 
have discussed. 

Faithfully yours, 


D. B. Steinman. 


Meetings of the New York State Board 
of Examiners of Professional Engineers 


The 179th meeting of the New York State Board of Exam- 
iners of Professional Engineers was held in New York City 
recently. 

The Board considered and approved the ratings of the 390 
candidates that took the February 1938 written examinations. Of 
these, 52 were rejected for failing in more than one examina- 
tion, 102 were conditioned as having failed in one examination, 
and 236 were passed and recommended for license. 

The total number of applications considered at this meeting 
was 558. Of these, 35 were held for further consideration, 224 
were scheduled for written examinations, 43 were rejected, and 
256 (including the 236 who had passed the February examina- 
tions,) were approved for license. 

The 180th meeting of the State Board of Examiners was held 
at Buffalo. At this meeting, 29 applications were considered. 
Of these, 12 were held for further consideration, 11 were sched- 
uled for written examinations, 4 were rejected, and 2 were approved 
for license. 

The Board conferred with Dr. Horner and Mr. Heisler and 
representatives of the Erie County Chapter of the N. Y. State 
Society of Professional Engineers relative to an investigation to 
be made in Erie County to determine as to persons who were 
practicing professional engineering in violation of the law. The 
Committee to which this matter has been referred consists of Dr. 
Gibson, Mr. Heisler and Mr. McDonald, the Secretary of the 
Erie County Chapter. It was agreed that Mr. Hoyle repre- 
senting the State Education Department, and a person to be 
named by the Erie County Chapter would start the investigation 
with the purpose of preparing a list of persons who it might ap- 
pear were practicing professional engineering contrary to law. 
When this list has. been prepared it will be referred back to the 
Committee and the Department for action. 


Engineer Harris Heads S. A. R. 


Harry E. Harris of 229 Thorme St., Bridgeport, Conn., widely- 
known consulting engineer, was chosen president of the General 
Silliman Branch No. 3 of the Connecticut Society, Sons of the 
American Revolution at the annual meeting in Pilgrim Hall, 
United Church, Bridgeport, last month. 
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What Comforts the Young Graduate 


Who Has Chosen Engineering As A Career? 


Reprinted from THE AMERICAN ENGINEER, July, 1932. 


Once more a vast army has passed through the por- 
tals which open upon the vista of what is called the 
world of business. Ten thousand out of this great number 
have for from four to six years pointed themselves for 
careers as engineers. Has their choice been a wise one? 


Were the present moment to be used as a criterion 
upon which to base conclusions there is little doubt but 
that many would feel their long and arduous training had 
been largely in vain. Engineers as a class are, along 
with labor, the first to experience the effects of widespread 
unemployment. Many splendid and successful members 
of the profession are today in dire straits and would 
welcome the most menial sort of labor as a protection 
against starvation. However, the picture of the moment 
is but a partial one that will eventually give way to a 
more promising and accurate view of the future. 


The civilization of the times is such that the engineer 
is indispensable to society and must become increasingly 
so as time advances. With the restrictions upon practice 
and the increased requirements of qualification, which 
are becoming more or less universal, there is little doubt 
of the possibilities the future holds for the professional 
engineer. A most important consideration is—what steps 
will the embryo engineer take to place himself in a posi- 
tion to take advantage of these possibilities ? 


All too frequently the young man seeks work that offers 
the greatest immediate financial return. In many in- 
stances such work is not of a strictly engineering nature 
with the result that the scholastic training receives but 
little development in the field of application. One of the 
great benefits resulting from the existence of License Laws 
is the fact that every young man must serve what is in 
fact a real apprenticeship for at least four years after 
graduation. The present New York State Board of 
Licensing for Engineers is to be commended for its 
interpretation of the experience requirements of the law 
as they apply to young men. At least four years’ experi- 
ence must be of a character satisfactory to the Board and 
the said Board insists that this experience shall be such 
that the applicant will have had the opportunity to apply 
the mathematics, physics, chemistry and other matter 
which he studied prior to graduation. Experience as a 
contractor, foreman, mechanic, office clerk or timekeeper 
is not acceptable training and very properly so. 


Many young men do not seem to realize that four 
years of any kind of work is not within the intent of the 
experience requirement. They are quite indignant when 
told that their experience qualifications are not satisfac- 
tory. They are inclined to think that discrimination is 
responsible for their rejection. But are they entirely at 
fault? How are they to acquire the information at the 
proper time? The Board is doing its part to build up the 
profession in this direction.. What are practicing en- 
gineers doing to promote the same end? This is one of 
the problems the State Societies are confronted with. 
To advise the youth in time is to serve the profession. 
Every student should point his work toward the attain- 
ment of his license. This means that his period of train- 
ing should be at least eight consecutive years; four in 
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college and four in the laboratory of experience, applying 
the knowledge acquired in the classroom. 


The several chapters afford a splendid means of con- 
veying to undergraduates of local engineering schools 
the information that will enable them to plan and point 
for admission to practice. Contacts between the Chapter 
and the neighboring institutions of learning should be 
established. Students might be invited to attend Chapter 
meetings and practising engineers requested to address 
student bodies. Publications could be used as a means 
of advising students of the problems which must be 
mastered by every young man before he gains admission 
to the profession. 


To the recent graduate one can offer no better counsel 
than to suggest: first, that the present economic conditions 
make it desirable to stay in school as long as one can afford 
to do so, and secondly, that four years of a real appren- 
ticeship is a pre-requisite for examination and admission 
to practice engineering in most states. 


NATIONAL BOARD OF DIRECTORS HAVE 
QUARTERLY MEETING 


The directors of the National Society of Profes- 
sional Engineers met in their regular quarterly con- 
ference at the offices of the Society in the National 
Press Building, Washington, D. C., Saturday, June 
25th. Directors came from as far west as Wash- 
ington and as far east as Connecticut. 

All the active issues confronting the Society and 
many problems of professional engineering were dis- 
cussed. Plans were made for full cooperation with 
the Pennsylvania Society of Professional Engineers 
in arranging the National Society convention in 
Pittsburgh in October. 

The directors devoted much study to the Society’s 
revenues and expenses with a view to meeting its 
1938 budget requirements. They urge upon the 
State secretaries and treasurers the continued prompt 
reporting of activities and members, and the for- 
warding of the states’ shares to the National Society. 

Since the previous meeting of the Board, the 
states of Maryland, Tennessee and Arkansas have 
joined with us and new members totalling 548 have 
joined during the same period. Pennsylvania leads 
in the percentage of membership renewals, though 
it is one of the leading industrial states of the Union, 
affected most by the business depression. Pennsyl- 
vania’s success is due to a business like administra- 
tion and organization within the Commonwea'th. 
Some state societies are at present conducting re- 
newal membership drives, using such opportunity 
to knit closer together the many chapters. 

The N. S. P. E. officers expressed the opinion 

. that the society is becoming more and more dom- 
inant in the professional engineering field, and is al- 
ready a powerful and influential factor in profes- 
sional matters in many states. 
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Photographer on Hand When Governor Guinn Signs 
Rhode Island’s Engineering Registration Law 


‘ 


Governor Robert E. Guinn signing Rhode Island’s Engineering 
Registration Law, with State Representative John E. Meade, First 
Vice-President, and John V. Keily, President, Rhode Island 
Society of Professional Engineers. The law was introduced by 


Engineer Meade. 


RHODE ISLAND HAS ENGINEERING 
REGISTRATION LAW 


(Continued from May Issue ) 


The premium on said bond shall be regarded as a necessary ex- 
pense of the board. The board may employ such clerical or other 
assistants as are necessary for the proper performance of its 
work, and may within the amounts appropriated therefore make 
expenditures for any purpose which is reasonably necessary for 
the proper performance of its duties under this act, including the 
expenses of the boards delegates to annual conventions of, and 
membership dues to, the National Council of State Boards of 
Engineering Examiners, and the state budget director and comp- 
troller is hereby authorized and directed to draw his orders upon 
the general treasurer for the payment of said necessary expenses, 
upon receipt by him of proper vouchers duly authenticated and 
approved by the chairman of said board and by the secretary. 

Under no circumstarces is the board authorized to contract any 
debt or incur any expenses whiich shall in the aggregate exceed the 
amount of funds derived under the provisions of this act. 

Sec. 10. Records and Reports. The board shall keep a record 
of its proceedings and a register of all applications for registration, 
which register shall show (a) the name, age, and residence of each 
applicant; (b) the date of the application; (c) the place of busi- 
ness of such applicant; (d) his educational and other qualifications ; 
(e) whether or not an examination was required; (f) whether the 
applicant was rejected; (g) whether a certificate of registration 
was granted; (h) the date of the action of the board; and (i) such 
other information as may be deemed necessary by the board. 

The records of the board shall be prima facie evidence of the pro- 
ceedings of the board set forth therein, and a transcript thereof, 
duly certified by the secretary of the board under its seal, shall be 
admissible in evidence with the same force and effect as if the 
original were produced. 

Annually, during the month of January, the board shall submit 
to the general assembly a report of its transactions during the pre- 
ceding fiscal year, and shall also transmit to it a complete state- 
ment of the receipts and expenditures of the board, attested by 
affidavits of its chairman and its secretary. 

Sec. 11. Roster. A roster showing the names and places of 
business of all registered professional engineers and all registered 
land surveyors shall be prepared by the secretary of the board. 

Copies of this roster shall be kept on file by the board. 

Sec. 12. General Requirements for Registration. The following 
shall be considered as minimum evidence satisfactory to the board 
that the applicant is qualified for registration as a professional en- 
gineer, or land surveyor, respectively, to wit: 
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(1) As a professional engineer : ; 

Engineers—-Graduation Plus Experience. (a) Graduation from 
an approved engineering curriculum of four years or more in a 
school or college approved by the board, and a specific record of an 
additional four years or more of experience in engineering work of 
a character satisfactory to the board, and indicating that the ap- 
plicant is competent to practice professional engineering. In count- 
ing years of experience, the board may in its discretion give credit, 
not in excess of oné year, for satisfactory graduate study in en- 
gineering, or 

Engineers — Examination Plus Experience. (b) Successfully 
passing a written, or written and oral, examination designed to 
show knowledge and skill approximating that attained through 
graduation from an approved four-year engineering curriculum; 
and a specific record of eight years or more of experience in en- 
gineering work of a character satisfactory to the board and indicat- 
ing that the applicant is competent to practice professional engineer- 
ing, or 

Engineers of Long Established Practice. (c) A specific record 
of twelve years or more of lawful practice in professional engineer- 
ing work of a character satisfactory to the board and indicating 
that the applicant is qualified to practice professional engineering 
as defined in section 2 of this act and provided applicant is not less 
than thirty-five years of age. 

(2) Asa land surveyor: 

Land Surveyors—Graduation Plus Experience. (a) Graduation 
from a school or college approved by the board as of satisfactory 
standing, including the completion of an approved course in survey- 
ing; and an additional two years or more of experience in land 
surveying work of a character satisfactory to the board and indi- 
cating that the applicant is competent to practice land surveying, or 

Land Surveyors—Examination Plus Experience. (b) Success- 
fully passing a written, or written and oral, examination in 
surveying prescribed by the board; and a specific record of six 
years or more of experience in land surveying work of a char- 
acter satisfactory to the board and indicating that the applicant 
is competent to practice land surveying, or 

Land Surveyors of Long Established Practice. (c) A specific 
record of ten years or more of lawful practice in land surveying 
work of a character satisfactory to the board and provided appli- 
cant is not less than thirty years of age. 

Character. No person shall be eligible for registration as a 
professional engineer, or land surveyor, who is not of good 
character and reputation. 

Teaching Credits. In considering the qualifications of appli- 
cants, engineering teaching may be construed as engineering ex- 
perience. 

Education Credits. The satisfactory completion of each year 
of an approved curriculum in engineering in a school or college 
approved by the board as of satisfactory standing, without grad- 
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uation, may be considered as equivalent to a year of experience 
in section 12 (1) b of this act. Graduation in a curriculum other 
than engineering from a college or university of recognized stand- 
ing may be considered as equivalent to two years of experience 
in section 12 (1) b of this act; provided, however, that no appli- 
cant shall receive credit for more than four years of experience 
because of undergraduate educational qualifications. 

Work as Contractor. The mere execution, as a contractor, of 
work designed by a professional engineer, or the supervision of 
the construction of such work as a foreman or superintendent 
shall not be deemed to be practice in professional engineering 
within the requirements of this section. 

Non-Practicng Applicants. Any person having the necessary 
qualifications prescribed in this act to entitle him to registration 
shall be eligible for such registration although he may not be 
practicing at the time of making his application. 

Corporations not Eligible for Registration. The practice of en- 
gineering shall be construed to be a professional service, ad- 
mission to which shall be determined upon a basis of individual, 
personal qualifications. No firm, company, public body, partner- 
ship or corporation shall be eligible for registration. 

Sec. 13. Applications and Registration Fees. Applications for 
registration shall be on forms prescribed and furnished by the 
board, shall contain statements made under oath, showing the 
applicant’s education and detail summary of his technical work, 
and shall contain not less than five references, of whom three 
or more shall be engineers having personal knowledge of his en- 
gineering experience. 

The registration fee for professional engineers shall be fifteen 
dollars, ten dollars of which shall accompany application, the 
remaining five dollars to be paid upon issuance of certificate. 
When a certificate of qualification issued by the National Bureau 
of Engineering Registration is accepted as evidence of qualifica- 
tion, the total fee for registration as professional engineer shall 
be fifteen dollars. 

The registration fee for land surveyors shall be five dollars, 
which shall accompany application. 

_ Should the board deny the issuance of a certificate of regis- 
tration to any applicant the initial fee deposited shall be retained 
as an application fee. 

All fees received under the provisions of this act shall be turned 
over to the general treasurer. 


Sec. 14. Examinations. When oral or written examinations 


are required, they shall be held at such time and place as the 
board shall determine. If examinations are required on funda- 
mental engineering subjects (such as are ordinarily given in 
college curricula) the applicant shall be permitted to take this 
part of the professional examination prior to his completion of 
the requisite years of experience in engineering work, and 
satisfactory passage of this portion of the professional examina- 
tion by the applicant shall for a period of ten years constitute 
a credit. 

The scope of the examinations and the methods of procedure 
shall be prescribed by the board with special reference to the 
applicant’s ability as a professional engineer so as to insure 
the safety of lite, health and property. Examinations shall be 
given for the purpose of determining the qualifications of appli- 
cants for registration separately for professional engineers and 
for land surveyors. A candidate failing on examination may ap- 
ply for re-examination at the expiration of six months and 
may be re-examined once without payment of an additional fee. 
Additional subsequent examination may be granted upon pay- 
ment of a fee to be determined by the board. 

Sec. 15. Certificates—Seals. The board shall issue a certifi- 
cate of registration upon payment of registration fee as pro- 
vided for in this act, to any applicant who, in the opinion of the 
board, has satisfactorily met all the requirements of this act. 
In case of a registered engineer, the certificate shall authorize 
the practice of “professional engineering,” and in the case of a 
registered land surveyor, the certificate shall authorize the practice 
of “land surveying.” Certificates of registration shall show the 
full name of the registrant, shall have a serial number, and shall 
be signed by the chairman and the secretary of the board under 
the seal of the board. 

The issuance of a certificate of registration by this board shall 
be prima facie evidence that the person named therein is en- 
titled to all the rights and privileges of a registered professional 
engineer, or of a registered land surveyor, while the said certifi- 
cate remains unrevoked or unexpired. 

Each registrant hereunder shall upon registration obtain a seal 
of the design authorized by the board, bearing the registrant’s 
name and the legend, “registered professional engineer,” or “reg- 
istered land surveyor.” Plans, specifications, plats, and reports 
approved by a registrant shall be stamped with the said seal 
when filed with public authorities, during the life of the regis- 
trant’s certificate, but it shall be unlawful for any one to stamp 
or seal any documents with said seal after the certificate of the 
registrant named thereon has expired or has been revoked, un- 
less said certificate shall have been renewed or re-issued. 
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Sec. 16. E-xpirations and Renewals. Certificates of registra- 
tion shall expire on the last day of the month of June following 
their issuance or renewal and shall become invalid on that date 
unless renewed. It shall be the duty of the secretary of the 
board to notify every person registered under this act, of the date 
of the expiration of his certificate and the amount of the fee 
that shall be required for its renewal for one year; such notice 
shall be mailed at least one month in advance of the date of 
the expiration of said certificate. Renewal may be effected at 
any time during the month of June by the payment of a fee 
of two dollars. The failure on the part of any registrant to 
renew his certificate annually in the month of June as required 
above shall not deprive such person of the right of renewal, but 
the fee to be paid for the renewal of a certificate after the 
month of June shall be increased ten per cent for each month 
or fraction of a month that payment of renewal is delayed; 
provided, however, that the maximum fee for delayed renewal 
shall not exceed twice the normal renewal fee. 

Sec. 17. Practioners at Time Act Became Effective. At any 
time within one year after this act becomes effective, upon ap- 
plication duly made and payment of the registration fee the 
board shall issue a certificate of registration, without oral or 
written examination, to any professional engineer or land sur- 
veyor who shall submit evidence under oath satisfactory to the 
board that he is of good character, is a legal resident of the 
state of Rhode Island and Providence Plantations, or was prac- 
ticing professional engineering if an engineer, or land surveying 
if a surveyor in this state, at the time this act became effective, 
and has had responsibile charge of work of a character satis- 
factory to the board. 

After this act shall have been in effect one year, the board 
shall issue certificates of registration only as provided for in 
section 12 or section 19 thereof. 

Sec. 18. Public Work. After the first day of July, 1938, it 
shall be unlawful for this state, or for any of its political sub- 
divisions, to engage in the construction of any public work in- 
volving professional engineering, unless the plans and specifica- 
tions and estimates have been prepared by, and the construction 
executed under the direct supervision of, a registered professional 
engineer. 

Sec. 19. Reciprocity. The board may, upon application there- 
for, and the payment of a fee of fifteen dollars issue a certificate 
of registration as a professional engineer to any person who 
holds a certificate of qualification or registration issued to him by 
proper authority of the National Council of State Boards of 
Engineering Examiners, or of the National Bureau of 
Engineering Registration, or of any state or territory or pos- 
session of the United States, or of any country, provided that 
the requirements for the registration of professional engineers 
under which said certificate of qualification or registration was 
issued do not conflict with the provisions of this act and are of 
a standard not lower than that specified in section 12 of this 


act. 

Sec. 20. Revocations. The board shall have the power to 
revoke the certificate of registration of any registrant who is 
found guilty of: 

(a) The practice of any fraud or deceit in obtaining a certifi- 
cate of registration; ; 

(b) Any gross negligence, incompetency, or misconduct in 
the practice of professional engineering or land surveying as a 
registered professional engineer or land surveyor. 

Any person may prefer charges of fraud, deceit, gross negligence, 
incompetency, or misconduct against any registrant. Such charges 
shall be in writing, and shall be sworn to by the person making 
them and shall be filed with the secretary of the board. 

All charges, unless dismissed by the board as unfounded or 
trivial, shall be heard by the board within three months after 
the date on which they shall have been preferred. 

The time and place for said hearing shall be fixed by the 
board, and a copy of the charges, together with a notice of the 
time and place of hearing, shall be personally served on or mailed 
to the last known address of such registrant, at least thirty days 
before the date fixed for the hearing. At any hearing, the ac- 
cused registrant shall have the right to appear personally and 
by counsel, to cross-examine witnesses appearing against him, 
and to produce evidence and witnesses in his own defense. 

If, after such hearing, three or more members of the board, 
vote in favor of finding the accused guilty, the board shall re- 
voke the certificate of registration of such registered professional 
engineer or land surveyor. 

Sec. 21. Re-issuance of Certificates. The board, for reasons 
it may deem sufficient, may re-issue a certificate of registration 
to any person whose certificate has been revoked, provided three 
or more members of the board vote in favor of such re-issuance. 
A new certificate of registration, to replace any certificate re- 
voked, lost, destroyed, or mutilated, may be issued, subject to the 
rules of the board, and a charge of three dollars shall be made 
for such issuance. 

(Continued on page 23) 
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_ Editor’s Note: THE AMERICAN ENGINEER will carry reports of State and Chapter meetings in the 
issue succeeding their receipt. We must have copy by the 20th of the month preceding the month of issue. 
Copy received after that date runs the risk of not being on time. 


INDIANA 


President—Suttan G. COHEN 
Secretary—J. V. SMYTHE 
I. S. P. E. News Letter 

Issued by the Indiana Society of Professional Engineers, Inc. 

Editor—E. W. Watkins 
Operations Mgr—W. A. MILLER 
Circyfation Mgr.—G, L. 
24 MEMBERS NOMINATED 

As the outcome of the primary elections held recently, 21 
members of the Society are now the nominees of either of the 
major parties for the office of County Surveyor in their respective 
counties. It is indeed encouraging to find qualified and trained 
engineers becoming condidates for offices which they are especially 
fitted to fill. The qualified and experienced County Surveyor 
brings to usual Board of County Commissioners the engineering 
advice and counsel which they need and require. Few positions 
in the governmental service bring the holder into such direct 
contact with engineering problems of all kinds, as does that of the 
County Surveyor-Engineer. 

The Society members so honored in the primary with the county 
in which each was nominated, are: 


G. C. Winslow 


In Morgan County, the November election for surveyor will 
be an all I.S.P.E. affair, for both the nominees, H. A. Blunk and 
Wilbur Smith, are Society members. 

Our members, too, are branching out into political fields which 
are not engineering, but into positions for which engineering train- 
ing is an invaluable asset and background. Ejigr. Harry K. 
Gottschalk, who has been active in the organization of the newly 
formed Anthony Wayne Chapter, was nominated as a candidate 
for Mayor of the City of Fort Wayne. 

Engr. Balthaser Hoffman was nominated as a candidate for 
joint representative from Porter-Lake counties. Engr. Geo. L. 
Balfe was nominated as assessor for Fairfield Township, Tippe- 
canoe County, which township includes the city of Lafayette. 

In addition to the Society members nominated for the office 
of county surveyor, 47 registered professional engineers were 
nominated for the office throughout the state. The counties so 
represented, and the nominees were: 

Allen County, W. C. Duall and N. F. Zurbuck, Bartholomew 
L. Rogers and H. C. Thomas; Benton, Dean Whicker; Boone, 
Oliver Clark; Cass, Jas. Chase, Clay, W. Weber; Dearborn, H. C. 
Shanks and Thos. Dartnel; Decatur, P. Huber; DeKalb, W. Van 
Auken; Delaware, H. L. Jenney; Elkhart, R. P. Weaver; Floyd, 
A. Graybrook; Gibson, H. C. Morrison and K. S. Hollis; Hen- 
dricks, H. Cook; Howard, W. A. Ehrman; Jennings, J. H. 
Miller; Knox, R. H. Cade; Kosciusko, R. Pfliederer; Lake, W. J. 
Krull; LaPorte, E. L. Alexander; Lawrence, W. Malott; Madi- 
son, P. Phipps; Marshall, J. W. Hildebrand; Miami, L. Roberts; 
Monroe, H. Chestnut; Noble, H. Hanes; Orange, R. Pinnick; 
Parke, E. N. Burton; Porter, G. Stinchfield; Pulaski, C. Riggs; 
Putman, A. Plummer; Ripley, J. C. Eckert; St. Joseph, G. J. 
Malone and R. E. Keller; Scott, L. E. Keith; Specner, J. L. 
Bryant; Steuben, D. Gilbert; Tipton, J. L. Romack and L, J. 
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Richards; Vigo, C. C. Modesitt; Warren, J. R. Gregory; Wayne, 
H. H. Horton; White, S. Swartz. 

Since the members of the Society believe in the placing of 
engineers in positions of engineering responsibility, the necessity 
of trained public servants, and the increased participation of pro- 
fessional engineers in public affairs, it becomes both the duty 
and privilege of the members to make their November ballot 
selections from the lists above, insofar as possible. 

OFFICERS ELECTED 

The following officers of the Indiana Society of Professional 
Engineers, Inc., were elected recently: President, Sultan 
Cohen, 5831 Pennsylvania St., Indianapolis, Ind.; lst Vice-Presi- 
dent, Myron G. Johnson, 1 W. 28th St., Indianapolis, Ind.; 2d 
Vice-President, Frank Schutt, 26 W. 5th Ave., Gary, Ind.; Sec- 
retary, J..V. Smythe, State House Annex, Indianapolis, Ind.; 
Treasurer, Earl L. Carter, 814 Electric Bldg., Indianapolis, Ind. ; 
National Director, Donald H. Walker, 4032 Carrollton Ave., In- 


dianapolis, Ind. 
BUILDING CODE REVISION 
At the direction of the Executive Board, the officers of the 
Society have signed a cooperative agreement with the officers 
of other societies, making the whole group sponsors of a W.P.A. 
project which will study building codes and formulate an act 
to be presented to the next Legislature for a new building Code 


for the State as a whole. 


Pres. Cohen was recently requested by the secretary of the 
Indianapolis Newspaper Publishers Association to submit a list 
of professional engineers who would be available for service on 
boards to arbitrate labor disputes in the city. The Association, 
which has as one of its objectives the furtherance of industrial 
peace, acts through the means of appointing boards of arbitra- 
tion for strikes, etc., arising out of labor trouble. In general, 
each board is made up of representatives of capital, labor, and 
the public. It is in this last category that the Association has 
been having difficulty in finding public spirited citizens who will 
consent to serve, or who can serve fairly and without prejudice. 
The acceptance by professional engineers of responsibilities of this 
nature will, we believe, be a long step forward in achieving their 
rightful place in the community and should result in a more equit- 
able solution for the problems which confront capital and labor. 
In an industrial civilization, with its complex processes and rela- 
tionships, the individual, such as the engineer, who realizes the 
necessity for planning and whose own work is entirely carried 
on in that way, and who has the objective viewpoint, can be of 
great value to that civilization as an arbitrator. For he realizes 
that the industrial process cannot be carried out by either capital 
or labor acting alone and only a fair solution for the particular 
problem will in the long run be successful. 


MISSOURI 


Pres—E. W. Car_Ton Secty—W. H. 
MATTHEW S. MURRAY HEADS REGISTRATION 


COMMITTEE 
Statewide Representation on Special Committee to Be Furnished 
By Sub-Committees 

Matthew S. Murray, State Administrator of the Works 
Progress Administration and an engineer of wide experience, has 
accepted an appointment by President Carlton as General Chair- 
man of the Special Committee on Registration, which will formu- 
late and introduce legislation for licensing engineers in Missouri. 

To facilitate the work of preparation of a satisfactory bill, 
Murray will be assisted by sub-committees made up of mem- 
bers in various communities throughout the state. These sub- 
committees will be headed by sub-chairman of the general com- 
mittee. 

The membership of the committee is as follows: General Chair- 
man, M. S. Murray; Jefferson City, Sub-chairman, E. C. L. 
Wagner; Members, L. W. Helmreich, C. W. Brown, M. E. 


Countryman, J. K. Walsh, W. S. Frame (Eldon), R. E. Duffy, - 


V. W. Whitfield. St. Louis, Sub-chairman, L. A. Pettus; Mem- 
bers, C. W. S. Sammelman, W. C. E. Becker, F. W. Green, 
A. H. Baum, L. J. Sverdrup, L. C. Hewitt, L. H. Dodd, Kansas 
City, Sub-chairman, G. H. Hamilton; Members, R. W. Wad- 
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dell, J. F. Porter, R. H. Watson, W. J. Ware, E. E. McDaniel, 
A. F. Sachs, E. J. Treanor, Daniel Crego. Rolla, Sub-chair- 
man, C. M. Dodd; Members, R. O. Jackson, J. B. Butler, C. R. 
Forbes, F. H. Frame, H. C. Beckman, C. H. Black. Springfield 
and Southwest Missouri, Sub-chairman, O. D. Chrisman; Mem- 
bers, C. H. Swift, G. M. Fowler, A. A. Whipple. St. Joseph, 
(Members and Sub-chairman to be appointed). Macon, Sub-chair- 
man, H. M. Brush; Members, J. A. Moss, M. M. Edwards, H. R. 
Conn. Farmington, Sub-chairman, W. C. Stover; Members, 
Milan Johnson, J. Walther. Other sub-committees will be ap- 
pointed to represent groups in Hannibal, Sikeston and Willow 
Springs. 

Every member should acquaint himself with the committee 
member in his community and keep posted on the progress of 
the committee work. As the details are worked out, each mem- 
ber may be called upon to perform some of the necessary work 
which will insure proper treatment of the legislation. 


ROLLA MEMBERS ORGANIZE CHAPTER NUMBER ONE 
Dr. A. J. Miles elected president of First Local Chapter of the 
State Society 

Members of the Society living in Rolla met recently and or- 
ganied “The Rolla Chapter” of the Society. Dr. A. J. Miles, 
Professor of Mechanical Engineering, was elected president of 
the group. He will be aided by Henry C. Beckman, Water Re- 
sources Branch of the U. S. G. S., as vice-president, and by I. H. 
Lovett, Prof. of Electrical Engineering, as secretary-treasurer. 

At the first meeting of this group about twenty-five members 
voted unanimously to organize the local chapter. The sentiment 
was expressed generally by those present that the Chapter had 
a very definite place in the Rolla area and that there were many 
worthy activities in which such a group could work. 

The present organization is not complete but the working com- 
mittees are to be appointed immediately and a constitution will 
be submitted to the Executive Board for approval. 

The Rolla group should be congratulated on their aggressive- 
ness and the honor of No. One is rightly theirs. 


ANNUAL CONVENTION PLANS OUTLINED 
BY V. H. LYON 


One-day Program to Furnish Varied Activities for Engineers 
And Their Ladies 

A full day of entertainment and interesting activity for engineers 
and their ladies has been planned for the annual convention by 
Vic Lyon and his committee who are working hard to make this 
meeting an outstanding success. 

The date of the meeting has been tentatively set for July 9. 
This, however, is subject to change. 

Beginning with a registration period in the morning, the activ- 
ities will get under way with an informal luncheon at noon, 
followed by the business session at 1:30 p. m. The business ses- 
sion will include reports of the secretary, the various standing 
committees, and the election committee. 

Following installation of the new officers, the business session 
will adjourn. At 3.30 p. m., an open Professional session will 
begin and it is planned to have about four short addresses on 
topics of immediate interest. 

Entertainment for the ladies will be provided with a bridge 
session and an informal tea at convention headquarters. Also, 
it is planned to arrange tours through the Capitol and other 
places of interest. 

At 6:30 p. m., a banquet for all will be held, following which, 
the new officers will be introduced and a principal speaker will 
be heard. 

At 9:00 p. m., the banquet hall will be turned into a ballroom 
and an orchestra will play for dancing until 12:00 midnight. 

Final arrangements have not been made, but a program will 
be mailed to every member in sufficient time that plans can be 
made to visit Jefferson City and take part in the big event. Co- 
operation of the city insures that visitors will have a good time. 


SCHOOL OF MINES HOST TO SCIENCE ACADEMY 


Three Day Meeting Includes Engineers’ Day and Wide Variety 
of Engineering Topics 

The Missouri Academy of Science held its Fourth Annual meet- 
ing at the School of Mines, Rolla, recently. Included in the pro- 
gram was an Engineers’ Day organized by the students for the 
benefit of visitors who numbered more than 1700. The largest 
single group was 300 high school students from St. Louis. 

In addition to the regular sections, the Engineering Section, 
under the chairmanship of Prof. E. W. Carlton, provided a pro- 
gram of addresses by engineers representing a wide variety of 
fields. Those who spoke on the Engi~eering program were F. D. 
De Vaney, U. S. Bureau of Mines; Capt. L. R. Groves, Jr.. Corps 
of Engineers, U. S. Army; L. A. Hawkins. General Electric Co.; 
Chas. A. Freeman, A. P. Green. Firebrick Co.; Rudolph Schlater, 
Busch-Sulzer Bros., Diesel Engine Co.; John I. Parcel, Sverdrup 
and Parcel; W. W. Weigel, St. Joseph Lead Co.; and D. H. 
Killefer, Contributing Editor of Industrial and Engineering 
Chemistry. 
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NEW MEMBERS 

Raymond McClain, Columbia; William L. Coon, Ben L. Hill, 
Ray V. Blanton, Dick Wilber, H. W. Wagner, Hannibal; Fulton 
Campbell, Fred W. Hurd, Jefferson City; Chas. H. Swift, James 
R. Lauder, Joplin; Harold G. Garner, Alex F. Sachs, Max W 
Myers, Walter J. Ware, Kansas City; H. M. Lester, Macon; 
Fred F. Williams, Poplar Bluff; Thomas V. Cummins, Lee B. 
Walker, R. M. Rankin, Warwick Doll, J. A. Rood, Rolla; Paul 
Zimmerman, J. W. Minton, William Bud Hart, St. Joseph; Earl 
Johnson, H. S. Johnson, Sikeston; Leo F. Koberlein, Harry K. 
Frank, St. Louis. 

CORRESPONDENTS NAMED TO AID IN NEWS 
GATHERING 

Sixteen correspondents, in various parts of the state, have been 
named to help furnish news for publication in The Missouri 
Engineer and for transmittal to the editor of THe AMERICAN 
ENGINEER. 

With the membership of the Society growing rapidly, it is very 
necessary to have widespread sources of information if the columns 
of The Missouri Engineer are to serve properly in conveying news 
of interest. 

In addition to the regular correspondents, each member should 
consider himself a reporter and see to it that news of professional 
interest is conveyed to the editor. 

The Missouri Engineer is intended to serve in the work of 
unifying the engineering profession in Missouri. It can do this 
if the profession helps a little. 

SLOW VOTE ON CODE OF ETHICS 

At the time of going to press less than 100 ballots have been 
received on the proposed Code of Ethics. According to the Con- 
stitution, at least thirty per cent of the membership must vote on 
a proposition before the ballot can be considered. Since this Code 
was prepared to set a standard of professional conduct it is neces- 
sary that ALL members send in a ballot, signifying their intent 
regarding this Code. ; 

If the prepared ballot has been lost, just send a signed postal 
czrd with the statement as follows: “I approve the proposed 
Code of Ethics.” Do this NOW! 

SELECTION FOR NEW OFFICERS BY NOMINATING 

COMMITTEE 
Four New Directors to Be Selected in Coming Election _ 

The special “Nominating Committee,” under the chairmanship 
of Engineer Moss M. Edwards, has submitted a report of its 
selection for new officers and directors for the coming year. 

The report is as follows: 

For President—E. W. Carlton, Missouri School of Mines, 
Rolla, Mo.; For First Vice-President—C. W. Brown, Chief En- 
gineer, Missouri State Highway Dept., Jefferson City; For Second 
Vice-President—J. F. Porter, President Kansas City Power & 
Light Co., Kansas City; For Third V ice-President—Lee S. Wash- 
ington, Westinghouse Electric Co., St. Louis; For Secretary- 
Treasurer—W. H. McDill, Works Progress Administration, Jef- 
ferson City; For Directors-at-Large—(3-year term)—L. A. Pet- 
tus, City Hall. St. Louis; A. P. Green, Jr, A. P. Green, Fire 
Brick Co.. Mexico, Mo.; For Directors-at-Large—(2-year term) 
—Chas. H. Swift. Missouri State Highway Dept. Joplin; Alex 
F. Sachs, Jackson County Highway Department, Kansas City. 

Other members of the Nominating Committee were J. B. 
Butler, Howard Mullins, O. D. Chrisman and V. A. C. Gevecker. 
The committee stated in submitting its report that the selections 
were made with the consideration of several factors. The chief 
of these was the necessity of securing broad representation in the 
various fields. } 

The presidential nominee, E. W. Carlton, is professor of 
structural engineering at the Missouri School of Mines, Rolla. 
He has served as president for the past year and has succeeded 
in establishing the Society on a firm foundation, appointing work- 
ing committees, spending time and personal funds to further the 
work of the organization. During his term the membership has 
more than doubled. and interest among engineers has been 
awakened to the point that continued growth is assured. 


HIGHWAY DIVISION NO. TWO FORMS CHAPTER 
AT MACON 

Local Chapter, No. Two, representing Division Two of the 
Highway Department, was organized in a special meeting held 
at Macon, recently. 

Oren J. Lamb was elected chairman of the new group and C. C. 
Austin will act as secretary until a permanent organization 1s 
set up. 

The new chapter represents a large number of engineers who 
work out of the Division office at Macon and should play an 
important part in promoting the affairs of the Society in that 
area. 

We wish to extend to the Macon Chapter the best wishes of 
the Society and congratulate them for their work in developing 
the Society. 


THE AMERICAN ENGINEER 


1 


COMMITTEE ON BY-LAWS 


Engineers Countrymen, Fresh and Hamilton have been named 
by President Carlton to study proposed amendments and addi- 
tions to the By-laws. 

This committee will report to the Exevutive Board which will 
submit the proposed amendments and additions to the membership 
for ballot prior to date of annual convention. 


CARLTON ESCORTS STUDENTS ON 15-DAY 
SENIOR TRIP 


E. W. Carlton just returned from a fifteen-day bus tour on 
which he escorted the senior students in civil engineering of the 
Missouri School of Mines in an inspection of construction and 
industrial work in five states. 

The tour included stops in Jefferson City, Columbia, Keokuk, 
Chicago, Milwaukee, Gary, Peoria, Springfield and St. Louis. 
Each year the seniors in civil engineering are required to make 
the tour and it proves highly interesting and of practical value 


to the students. 
NEW MEMBERS 


Jules Bebie, chemical, St. Louis; Mannes, Glickman, mech., St. 
Louis; Walter Siegerist, mech., St. Louis; John W. Cooper, mech., 
St. Louis; W. G. Turner. civil, St Louis; Howard H. Davidson, 
civil, St. Joseph; Davis K. Jackson, civil, Jefferson City; C. W. 
Ellis, civil, Jefferson City; A. J. Whittaker, chemical, Springfield ; 
Russell H. Peterson, civil. Kansas City; J. C. Potts, mech., 
Mexico; J. G. Rosborough, Jr., mech., Webster Groves; George 
Myers, mech., Webster Groves, and Henry J. Kipp, mech.. Afton. 


COMMITTEE ON INSIGNIA 


Engineer V. A. C. Gevecker has been appointed chairman of 
a committee to prepare and study designs for insignia of the 
Society. This committee will report to the convention July 9th. 
and a design for a badge will be selected at that time. Any 
member wishing to try out his artistic flair may send his design 
to Engineer Gevecker, 5036 Maffitt, St. Louis. 


NEW YORK 


Pres—ALFRED E. ROCHE Secy. W. A. STUBBS 
A meeting of the New York State Society of Professional 
Engineers, Zone Five, was held recently at the Mohawk Golf 
Club, Schenectady-Troy Road. 
PROGRAM 

Social Hour, 6:30 P. M.; Dinner, 7:00 P. M. 

Speakers: Alfred E. Roche, P.E., President, N. Y. S. S. P. E.; 
H. L. Andrews, “Transportation”, Vice-President, General Elec- 
tric Co., New York City; Harlan H. Horner, Ph.D., Assistant 
Commissioner for Higher Education, New York State; Morris 
M. Cohn, P.E., President, Schenectady County Chapter; Gardner 
C. George, P.E., President, Albany County Chapter; Edward J. 
Kilcawley, P.E., President, Rensselaer County Chapter; Warren 
C. Taylor, P.E., Associate Professor of Civil Engineering, Union 
College. 

Chaegner Presidents: Gardner C. George, Albany County; 
Edward J. Kilcawley, Rensselaer County; Morris M. Cohn, 
Schenectady County. 

The task of the City Planning Commission is the world’s great- 
est single problem, Arthur V. Sheridan. an engineer member of 
the commission, told members of the Richmond County Chapter, 
New York State Society of Professional Engineers, at a recent 
meeting at the Meurot Club, St. George. 

Sheridan, a Bronx resident but a former Staten Islander, was 
the chief speaker at the society’s ninth annual dinner. About 
150 persons attended. 

Just how the commission’s plans will affect Staten Island, 
Sheridan said he was not able to say. explaining that the program 
is in such an early stage that no one can answer that question. 

Sheridan did, however, advocate the revamping of the entire city 
in all its phases—streets, buildings, sewers, parks, playgrounds, 
schools, transportation, etc—and in doing so he hinted that he 
thought Staten Island ought to get a transit tunnel to link it with 
the rest of the city. 

MASTER PLAN NEEDED 

Large European cities that have attempted planning in recent 
decades, Sheridan declared, have failed to meet even the present 
needs and much less the needs of the future. For New York City, 
he asserted, a master plan is needed, with mapping and zoning its 
chief features. 

“Planning,” the speaker said, “is the first tangible evidence of 
human beings’ capacity to reason.” 

Sheridan indicated, however, that he did not feel that man 
could plan perfectly, for he quoted the lines of Bobby Burns that 
the poet wrote after kicking over a mouse’s nest: 
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“The best laid plans of mice and men gang aft aglae.” 

The former Islander defended the engineer from the attacks 
of those who contend that machines have caused man’s present 
economic dilemma. 

“It is not the engineer,” he said, “but the men who have 
exploited the engineer, who are responsible.” 
_ Sheridan criticized the present financial system, which he said 
is based on a false premise that money of itself is wealth, and 
advocated a three-point temporary recovery plan: 
_ “Ll. The expansiv;. of currency, preferably through the elim- 
ination of interest-bearing bonds and the substitution of new 
government notes. 
_“2. The planning and execution with federal aid, of suffi- 
cient activities in fields such as construction, commerce, con- 
servation and social endeavor to provide employment for all 
able-bodied persons. 

“3. The elimination of most taxes now used to obtain funds 
for such matters, and the substitution of a single source of revenue 
in the form of an income draft.” 

Sheridan suggested a 50 cents a week levy on a $12 income 

Unable to attend himself, Grover Whalen, president of the 
New York World’s Fair Corporation, sent Colonel Henry Welles 
Durham, a member of the engineering staff of the World’s Fair. 

Durham, who is in charge of all the paving work at the Fair, 
described the problems of foundations that beset the engineers, 
who are building the Fair grounds, he said, on 1,200 acres of 
garbage. 

Frederick H. Zurmuhlen, the last president of the local group 
and vice-president of the state society, was toastmaster. 

Guests introduced by Zurmuhlen were James Whitford, presi- 
dent of the Staten Island Society of Architects; State Senator 
Rae L. Egbert, Assemblyman Charles Bormann, Colonel Hubert 
FE. Snyder of Elmira, N. Y., president of the Steuben County 
Chapter; James Welsh of Brooklyn, first president of the state 
society; Charles Burke, a member of the board of directors of 
the state organization; and Chester M. Campbell, superintendent 
of buildings for Richmond. 

Zurmuhlen was introduced by William J. Massa, president of 
the local chapter. 

The dinner committee, headed by William H. Larkin, also in- 
cluded Robert Werner, Zurmuhlen, Charles Strohmeyer, George 
M. Fritze, Borough Engineer Herman W. Ordeman, Borough 
Works Commissioner George W. Allison, E. P. Neuschwander, 
Francis G. Cosmen, Emil Verpillot, William Noonan, Aquila 
Volkhardt, John J. Keegan. Fred Engleman, Herman Engleman, 


James A. Pietsch and W. B. Grubbe. 
From the Staten Island Advance. 


Engineer Rudolph C. Lang, President of the Bronx Chapter of 
the New York State Society of Professional Engineers, and a 
member of the Practice Violation Committee of the New York 
State Society of Professional Engineers, announced today that 
the New York State Division of the Federal Housing Adminis- 
tration had agreed to comply with the requirements of the New 
York State Education Law pertaining to Architects and Engi- 
neers—in effect that all those who supervise or inspect in the 
line of duty with the Federal Housing Administration in New 
York State would, in the future, be Registered Architects or 
Professional Engineers. 

This decision to adhere to the New York State Education Law 
came as a result of a conference with Mr. Thomas G. Grace, the 
New York State Director of the Federal Housing Administration 
and the Practice Violation Committee of the New York State 
Society of Professional Engineers. The Practice Violation Com- 
mittee is composed of the following members: Engr. Edmund J. 
McCormick, Chairman, Engr. Edwin A. Kingsley, Engr. George 
H. Bruns, Engr. Michael D. McDonald, Engr. Herman F. Lane, 
and Engr. Rudolph C. Lang. 


PROFESSIONAL ENGINEERS HEAR LECTURE ON 
MOTION STUDY 


David B. Porter, Professor of Industrial Engineering at New 
York University, presented a lecture on “Motion Study” at the 
regular meeting of the Bronx County Chapter, New York State 
Society of Professional Engineers, at the Concourse Plaza Hotel, 
recently. Professor Porter, an Industial Engineeing Consultant, 
has applied the principles of “Motion Study” in many of the 
factories of this country. About ten years ago, Professor Porter 
developed at New York University, the first college laboratory 
course in “Motion Study.” 

Professor Porter pointed out in his lecture, that “Motion 
Picture” dealt with the relationship between Humans, Industry 
and Technological Improvements. “The desire of the people of 
this country is for more and better products at lower prices” 
he said, “and ‘Motion Study’ is the method to accomplish this. 
If prices are to be kept down and wages are to be maintained 
or raised, work methods must be improved so that the workers 
can produce more per hour with less effort.” 

By the elimination of waste motion, or by combining one motion 
with other bodily motions, it is possible to greatly reduce fatigue 
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on the worker, and at the same time increase production. Pro- 
fessor Porter emphatically stated that “Motion Study” properly 
applied, results not only in increased production but reduces 
fatigue on the worker, so that if these principles are intelligently 
applied, mutual benefits will accrue both to industry and to labor. 

“It is not possible to intelligently apply the principles of “Mo- 
tion Study” without the cooperation of the workers. For this 
reason, it is essential that the worker be taught the advantage 
of eliminating waste motions. In many factories in this country, 
the workers and operators of machines, themselves, give sugges- 
tions to increase production. It is important, however, that “Mo- 
tion Study” be applied only with emphasis on methods, and not 
on time, for “Motion Study” properly applied is not an exploita- 
tion of labor,” according to Professor Porter. 

It was illustrated that the principles of “Motion Study” should 
be of interest to Engineers, Plant and Office Executives, Methods- 
men, Supervisors, Surgeons, Businessmen, and those engaged in 
the operation of machines or in manual labor. By means of mo- 
tion pictures, Professor Porter showed how useless motions were 
eliminated in the assembling of various machine parts, which re- 
sulted not only in increased production but also in shorter hours 
of labor. Charts showing the old method of appendectomy and 
the saving in labor and motion after studies of the procedure has 
been made were displayed. 

At the regular business meeting which followed this lecture, 
the following members were elected to membership in_ the 
Chapter: A. William Douglas, 1263 Park Avenue, Bronx, New 
York; Arthur G. Fogg, 1030 Odgen Avenue, Bronx, New York; 
James J. Kenny, 3136 Decatur Ave., Bronx, New York. 

Charles E. Durr, Jr., Chairman, Publicity Committee. 
PROFESSIONAL ENGINEERS AWARD PRIZES FOR 
ESSAY CONTEST 
The directors of the Bronx County Chapter of the New York 
State Society of Professional Engineers appointed seven Pro- 
fessional Engineers as the judges for the essays submitted in the 
Chapter’s Annual Essay Contest, for the current year. The judges 

were: 


Engr. Arthur V. Sheridan, Commissioner of planning for the 


City of New York, and President of the National Society of 
Professional Engineers, Past President of Bronx County Chapter. 

Prof. Alexander Haring, Past President of the Bronx County 
Chapter and Professor of Railroad Engineering at New Yok 
University. 

Engr. Charles W. Williams, Assistant Commissioner of Public 
Works, City of New York and Past President of Bronx County 
Chapter. 

Engr. Rudolph C. Lang, President of the Bronx County 

pter. 

Engr. Raphael J. Smyth, Past President of the Bronx County 
Chapter. 

Engr. Raymond VanWagner, Past President of the Bronx 
County Chapter. 

Engr. Joseph F. Lamb, Past President of the Bronx County 
Chapter. 

The contest attracted entrants from Private, Parochial, and 
Public High School students living in the Bronx, but attending 
school elsewhere. The subject of the essay “What civic improve- 
ment would you propose as the most beneficial for the Borough 
of the Bronx,” produced such topics as Sewage Disposal Plants, 
the Development of a Bronx Airport, the Development of a Bronx 
Seaport, Slum Clearance, and the Removal of the Third Avenue 
Elevated Structure. 

The awards for the best essays were as follows: Ist prize, 
$25.00; 2d prize, 15.00; 3d prize, $10.00; and Seven Honorable 
Mentions. The presentation of awards and certificates to the 
prize winners was made in Veterans Hall, Bronx County Build- 
ing, Grand Concourse and 161st Street, May 27th by James J. 
Lyons, President of the Borough of the Bronx. 

Engineer Joseph B. Diamond, Chairman of the Essay Committee 
was in charge of arrangements. 

Charles E. Durr, Jr. 

Chairman, Publicity Committee 

Bronx County Chapter 

New York State Society of Professional Engineers. 
QUEENS COUNTY CHAPTER OF THE NEW YORK 
STATE SOCIETY OF PROFESSIONAL ENGINEERS INC. 

The following letter was sent to every non-member registrant in Queens: 
My dear Engineer: 

Membership in Queens County Chapter, N. Y. S. S. P. E., offers 
calculable advantages in addition to augmenting the member’s 
professional status. Under recent Jaw, for instance, the Chapter 
is required to name a panel of engineers for public retainers ex- 
pected to eventuate from time to time on a fee basis. 

A new Committee on Retainers and Appointments seeks to dis- 
cover opportunities for members in all fields of practice. One of 
our foremost universities will notify this committee of positions 
which cannot be filled from the universities files. Also, a national 
construction-news-service will insert in its reports, without charge, 
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the advertisement submitted by any unengaged member. placements 
are being developed in local public utility valuation. Other pro- 
fessional opportunities are announced at each meeting. 

An active Committee on Civil Service Affairs is diligent in the 
interest of members in public service. Career aids and oppor- 
tunities for adyancement are sought and developed. Other stand- 
ing committees perform a definite member-service. The profes- 
sional contacts and associations between members are themselves 
of value to the practicing engineer. In public or private activ- 
ities the engineer represents a single profession. The Chapter is 
a symbol of professional unity and a means of practical co-opera- 
tion. 

Over nine hundred engineers are officially registered by the 
State as residing in Queens County. It would please me greatly 
to have you associated with us. Will you accept my personal in- 
vitation and forward the enclosed application with your check? 
I will look forward to your attendance at our next meeting on 
Thursday, May 26th, either as a new member or as a guest of 
the Chapter. 

Sincerely yours, 
George H. Bruns, President. 


PENNSYLVANIA 


Pres—ALEXANDER HUTCHINSON Secty—Tuomas W. Battin 


“SPARKS” 
HARRISBURG CHAPTER 


Pennsylvania Society Professional Engineers 
Pres—Irwin H. GEIGER Secty—JoHN M. Mortz 
FOREWORD: 

It is the purpose of this publication to keep the members in- 
formed of the principal discussions and activities of the last meet-. 
ing and a general synopsis of what can be expected at the next. 

Contrary to the established rule there will be no editorials, 
but rather paragraphs clear and to the point, on subjects of im- 
portance to the members. 

Our aim will be to increase the interest of the members in 
their Chapter and the Society of Professional Engineers and by 
their concerted action further the interests of the Society and the 
individual Engineers. 

Due to an accumulation of official Chapter business, it had 
been decided at the March Meeting that every other regular 
meeting would be restricted to a business session. Twenty-Eight 
members and five guests were present at the April meeting, 
which was a business session. 

Engineer Allen F. Jones, Chairman of the Membership Com- 
mittee, who has performed his duties admirably in the same 
capacity since the Chapter was organized, distributed cards of 
prospective members to the Chapter members present, with a 
request that each prospect be personally contacted and that a 
report be made at the May meeting. 

Engineer Robert Hall Craig, Chairman of the Public Rela- 
tions Committee, read abstracts from the Licensing Act for Pro- 
fessional Engineers and Land Surveyors pointing out the re- 
quirements of each, which was the spark needed to start a gen- 
eral debate pro and con to admit Land Surveyors as members 
of the P. S. of P. E. 

The request of the Pittsburgh Chapter inviting an opinion 
from the Harrisburg Chapter concerning the advisability of ad- 
mitting Land Surveyors as members of the Pennsylvania Society 
of Professional Engineers, was brought into the discussion. The 
ensuing argument was animated and participated in by a majority 
of the members present. A motion was introduced by Engineer 
Keeley to advise the Pittsburgh Chapter that the Harrisburg 
Chapter was not in favor of permitting Land Surveyors to be 
come members of the Pennsylvania Society of Professional Engi- 
neers, and was carried by a large majority. 

Engineer Hubert C. Eicher, Chairman of the Committee on 
Ethics and Practice, was called upon and after briefly touching 
upon the aims of his Committee, because of limited time re- 
quested permission to delay his report until the next business 
session in June. 

A resolution was placed upon the minutes congratulating Engi- 
neer C. R. Berry upon his appointment as Chief Engineer of the 
Public Utility Commission and recommending the assistance of 
every member throughout the State be given Engineer Berry 
in his important position. 

At the May meeting plans were heard for the State and Na- 
tional Meeting at Pittsburgh in October. 

Dr. Ashley, State Geologist and a recognized authority, was 


the speaker. 
SPARKS FROM THE ANVIL 
Sparks wishes to compliment Engineer Weimer on his intimate 
knowledge of the details in the construction of the State Capitol 
as recently published in the Harrisburg Evening News. The article 
in question dealt with the tile on the first floor of the Main 
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Building. It appears that some of the new officials wished to 
renew the tile because of its worn appearance, when in reality 
the designer specified the floor should have the appearance of 
age. 

Sparks also wishes to compliment Engineer Mattimore, Gen- 
eral Chairman of the Program Committee, and Engineer Berry, 
Chairman for February, March and April, for the interesting 
programs given the members. 

It is true that barbers, who may infect a couple of customers 
with barbers-itch, are licensed and egularly inspected, but no 
control is exercised over men who are not licensed, but who 
practice engineering, and whose structures may fail and kill or 
injure scores? Why? Let us aid the Licensing Board in enforc- 
ing its laws. If one not registered is qualified, let us aid him in 
becoming registered, and if not, let us see that he abides by the 
law. 

How close are we to the model Licensing Law. We might 
start thinking about the next Legislature and what will best 
serve the interests of the Engineer. 

Of a total of 75 members, 11 have attended one meeting this 
year and 33 have attended two or more meetings. Returned 
cards have averaged 27. That is a fine average. 

This Society is vital to the individual Engineer. Would you 
forget a business engagement for a game of bridge? Would you 
not have the courtesy to reply to a business inquiry? Would 
you not attend an important business conference? Send in your 
card. You will have a pleasant luncheon and things will be dis- 
cussed and acted upon vital to your interests. If you cannot 
attend the luncheon, come in for the business session at 7 P. M. 

How about 100 members before we go to Pittsburgh? 

Sparks Wants Articles from Individual Engineers 

Engineers, this paper is an experiment. Do you want brief, 
pointed comments, easily read and digested, or do you want 
flowery rhetoric with the meat encased in a shell of crumbs? 
Sparks invites your comments and constructive criticisms. 


THE PITTSBURGH ENGINEER 
Pittsburgh Chapter Pa. Society of Professional Engineers 

The Fourth Annual Convention of The National Society of 
Professional Engineers. About three months remain before this 
Chapter will be host to Engineers from all the state and nation. 
Coincident with the National Convention the Pennsylvania Society 
will also hold its Fourth Annual Convention here. 

Pittsburgh in general and this Chapter in particular deeply 
appreciate the honor of being host to so large and important a 
gathering as will converge here from all points of the compass, 
yet we fully realize the responsibility which is ours. We wel- 
come it with the determination that our guests shall be honored 
and that these two Conventions shall be an outstanding success. 
To these ends the Chapter must have the unstinted cooperation 
of every member, which, we doubt not, will be extended in full 
measure—running over. 

NEW MEMBERS-MEMBERSHIP STATUS 

The Chapter welcomes new member Engr. Clarence Franklin 
Rice, 1306 Somerset Ave., Windber. Pa. 

Total Chapter Members: 158, Members Transferred: 0. Per- 
centage of Registered Engineers of Pittsburgh area who are 
Chapter Members: About 24%. 


LINES AND ANGLES OF CHAPTER ACTIVITIES 


At the April meeting the Chapter enjoyed a rare treat in the 
speech of Engr. Robert Hall Craig, Editor-in-chief, AMERICAN 
ENGINEER. We were glad to learn that there is rapidly evolving 
a greater community of effoit as between the various Chapters 
and the State Society and between the State Society and the Na- 
tional Society. This coalescence is a happy augury of the future 
of this movement for the improvement of the status of Profes- 
sional Engineers. 

The Chapter Board of Direction is busy devising the machinery 
for successfully handling the coming Conventions of the State 
and National Societies to be held here. 

Engr. J. Milton Duff, in cooperation with the Publications Com- 
mittee is working on a plan whereby a roster of the Registered 
Engineers of the Pittsburgh area will be published. This roster 
will be a valuable addition to the equipment of the Chapter and 


will benefit the engineers listed therein. This is just one more. 


reason why all the Registered Engineers of this area should give 
the Chapter their undivided support and their affiliation as 


Members. 
OPEN FORUM 

Engr. David Comilli has submitted the following communica- 
tion which we recommend for thoughtful consideration: 

“Act No. 415, dated May 6, 1927, of Pennsylvania, known as 
Registration Act for Professional Engineers, requires in part: 
(Section 5, — 1 b.) “As a professional engineer—graduation 
in enginering from a school or college, approved by the board 
as of satisfactory standing and having a course in engineering 
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of not less than four years, and an additional two years of active 
practice in engineering work Rd 

“Now, in my personal opinion, our State Society should pro- 
vide the opportunity for young engineers, who have not acquired 
sufficient experience to fulfill the above requirement, to become 
Junior Members of the Society. 

“Both the graduates, who are the future registered engineers, 
and the Chapters with which they would affiliate would benefit 
by such a provision. 

“These Junior Members would become acquainted with our 
objectives and would have instilled into them, at their most im- 
pressionable age, the high tone of our professional ethics. This 
suggested procedure is advanced not primarily for increase in 
numbers, but to the end that such Junior Members would, from 
the beginning of their professional careers, be stimulated with 
pride in their profession. 

“The objectives of tomorrow will be reached by those coming 
on to today. The better the younger members of the profession 
are prepared the higher will be the goal attained. As we sow, 
so also shall we reap.” 

JUST IN FUN 

You have heard about the young resident engineer on a rail- 
road grading job who set cross-section stakes for a thirty-foot cut— 
and after the steam shovels had moved ahead the Chief Engineer 
found a three foot hump in the middle of the cut, ten percent 
allowance for shrinkage, you know. 

Ugly rumors are afloat on the campuses of Duquesne Univer- 
sity and the University of Pittsburgh that the young fellow was 
a Carnegie Tech man; but, at time of going to press these rumors 
have not been confirmed. 


POLITICS AND THE ENGINEER 


Some one has well said: “Eternal vigilance is the price of 
liberty” but that is only a minor portion of the price. 

Vigilance is watchfulness, alertness) How much more there- 
fore, that watchfulness is needed. Militant activity in civic 
righteousness must follow vigilance; else, all is lost. 

Militant activity in civic affairs is politics. It must follow then, 
that in a democracy every citizen must be a politician. When 
that comes to pass the word “politics” will have lost its present 
stigma. 

Mention of politics to the average American, engineers not ex- 
cepted, brings on a grimace not unlike that induced by filing a 
saw or Scratching a slate with your finger nails; yet, if the 
engineering profession is to take the place sought for it by this 
ie nay individual engineers must take a greater part in civic 
affairs. 

How can that be done? What questions most need attention? 
Consider the plight of the railroads. Is there a better plan than 
that of the WPA? What of TVA? What of governmental re- 
organization? Where stand the engineers of the nation, collec- 
tively, on these issues? No one knows, although, by their train- 
ing and experience they are preeminently qualified for leadership 
in the solution of these problems. 

Not long since we had the high privilege of sitting the better 
part of an hour listening to the plea of Robert E. Doherty, Presi- 
dent of Carnegie Institute of Technology, to this Chapter, that 
men of the professions devote more of their time to civic activ- 
ities. We shall never forget the picture he painted of the alter- 
native—a nation carried to the brink of chaos by sentimental and 
unconsidered legislation, a nation starving for thoughtful leader- 
ship while those, may of whom are least able to lead, carry on 
undisturbed by those who can and should hang the red warning 
light of danger. 

Apathy toward civic righteousness must cease. Your com- 
munity, your state, vour nation, incomparable America, needs 
your leadership. Will you continue to hide your light under a 


bushel ? 
Earl Dwight Covell 
PHILADELPHIA CHAPTER 


Pres—M. L. CoNNEEN Secty—H. F. BAMBERGER 
The Philadelphia Society of Professional Engineers met at the 

a Club, 1317 Spruce Street, Thursday, June 2, 1938, 
P 


Speaker—Charles S. Shaughnessy, Chief Examiner, Civil Service 
Commission. 

Subject—The Engineer in Civil Service. Dinner at 6 P. M. 

LEHIGH VALLEY CHAPTER 

The many splendid and encouraging responses brought forward 
by our first issue indicate that our publication is welcomed by 
the members of our Chapter, and that our activities will be 
followed with interest by other Chapters and State Societies. 

On behalf of our Publication Committee, we wish at this time 
to express our sincere appreciation to. all of our fellow Engineers 
whose help and encouragement have made the appearance of our 
publication possible. 


19 


i 


Our thanks are also extended for the letters we received. 

Engineer Perry T. Ford, Vice President of The National So- 
ciety and Secretary of The Ohio State Board of Registration 
for Professional Engineers and Surveyors, writes us: _ 

“I received your copy of The Lehigh Valley Engineer and 
want to hasten ‘o extend my congratulations and best wishes 
for your splendid endeavor. We are starting the Engineer- 
ing Age, first edition to be out in May. This publication is 
published in the interest of the Ohio Society of Professional 
Engineers and its local affiliated Chapters. We would be 
pleased to place you on a reciprocal mailing list.” 

All future issues of our publication will be sent to you, En- 
gineer Ford, and we are looking forward with interest for your 
copy of the Engineering Age. 

Resteser John C. Riedel, Trustee of the New York State So- 
ciety of Professional Engineers, writes us: 

“May I congratulate you upon your No. 1 issue of The 
Lehigh Valley Engineer? It is quite complete, and I shall 
show it to some of our men here in the New York area, with 
the hope that they may follow the example which you have 
set.” 

Engineer Frederick H. Dechant, Vice President of the National 
Society, writes us: 

“I think this is an excellent publication and will serve 
a very worth while purpose. You are to be congratulated.” 

Engineer Roswell Canfield, President of the Pittsburgh Chapter 

of P.S.P.E., writes us: 

“You and your associates are to be congratulated both for 
the pleasing appearance of your periodical and the excellence 
of the subject matter whicl it contains. I am sure the 
Lehigh Valley Chapter will enthusiastically support The 
Lehigh Valley Engineer and we wish you success. I am 
suggesting your name be placed on our mailing list for the 
Pittsburgh Engineer and hope you will continue me on your 
” 

We will be glad, indeed, to place your name, Engineer Canfield, 
on our mailing list and will continue to send our periodical to 
Engineer Cowell, editor of the Pittsburgh Engineer. 

Engineer Robert Hall Craig, Editor-in-Chief of THE AMERICAN 
ENGINEER, writes us: : 

“Am happy to receive the initial issue of The Lehigh Valley 
Engineer. It is a well conceived executed sheet and you will be 
surprised the amount of benefits which will soon accrue to your 
Chapter from its regular publication. 

“Everybody will congratulate you and so do we. But more 
than congratulations are in order—your new Chapter paper 
is another forward step in Pennsylvania Pofessional Engineers 
march. We in Harrisburg are proud of your first issue and 
I know it will spur us to ‘perk up,’ Soon we will be a 
much stronger force for good in the State.” 

In addition to the encouragement we received from Engineer 
Craig, we note that the first issue of our publication appeared_in 
THe AMERICAN ENGINEER in its entirety. We thank you, En- 
gineer Craig. We will also gladly comply with your request 
and will forward future copies to you. 

Engineer Joseph H. Morrow, Chairman of our Meetings Com- 
mittee, writes us: ; 

“I just received my first copy of The Lehigh Valley En- 
gineer periodical, and I extend to you my very heartiest con- 
gratulations for this splendid piece of work which will be 
highly valuable to the organization.” 

This wholehearted support of our periodical will give us more 
vigor and ambition to make our Chapter one of the strongest in 
the State. 

FRANK Nacy 


THE MAY CHAPTER MEETING 


Friday, May 13th, 6:30 P. M. 
Blue Ridge Country Club, Palmerton, Pa. ; 
Jos. B. Walker, Engineer-Attorney, addressed the meeting on 


“Professional Organization.” 


HIGHLIGHTS OF THE APRIL MEETING 


Approximately 50 members and guests were present on April 
8th at our meeting at the Hotel Easton. 

Judge Herbert F. Laub, immediate past president of the North- 
ampton County Bar Association, addressed our meeting on “The 
Legal Aspects of Registration of Professional Engineers.” 

For the benefit of those unable to attend this meeting we wish 
to quote a few of Judge Laub’s remarks and comments: 

“Law and engineering go hand in hand. The lawyer, many 
times in the trial of his case, must rely on competent en- 
gineer’s* testimony.” * * * “There is an old maxim that 
‘In union there is strength. The medical profession have 
their Medical Association and the legal profession have their 
Bar Association. In these professional associations you will 
find that the men who are members are the men who really 


love their profession and who are competent men in their 


profession.” * * * 
Judge Laub discussed the present State law in detail and in 
conclusion he said: 

“It will therefore be seen that this law was passed, not 
with the idea of hindering the members of your profession, 
but with the idea of protecting the public from the acts of 
incompetent engineers. The effect of such a law is to raise 
the standard of your profession and the men who become 
members thereof.” 


FROM THE BOARD OF DIRECTORS 


At the March meeting of the board of Directors the Publication 
Committee was authorized to compile data and begin work on 
a ROSTER of Professional Engineers in this Chapter territory. 
(Carbon, Lehigh, Monroe and Northampton Counties.) 

Since there are many requests for such a Roster, The Chapter 
will undertake its publication and make it available to all the 
registrants and public officials within our jurisdiction. 

Since the Chapter is unable to finance this new undertaking 
from its treasury, a few generous offers have been made to the 
Secretary to help defray expenses. A few additional pledges will 
assure early publication. 


THE MEMBERSHIP COMMITTEE REPORTS 


_ The Membership Committee has found it necessary to justify 
its existence. We have been required to answer countless ques- 
tions to prove our purpose, usefulness, and sincerity. We have 
not objected but to us these seem self evident. We have come 
to believe that our committee is indispensable and even that its 
title might be enlarged to:—“The Committee for the Propaga- 
tion of Membership Through Proper Education Effort.” or some- 
thing of the sort. 

A great majority of those eligible for membership know that 
the engineer is handicapped in society, and that he does not have 
the status of the doctor or lawyer; in fact that he has no recog- 
nized professional standing. They say something must be done 
about it, and that there is a void in our professional structure 
and a large one. 

We believe that this void is now filled by the National Society 
of Professional Engineers. We believe that the engineer armed 
(every one seems to be rearming) with membership in the pro- 
fessional engineering society and his founder society is prepared 
to take his rightful place in public relations, and is well on his 
way to have his welfare recognized and his prestige permanently 
established. This is accomplished when a professional society is 
a representative, sincere, and active body. We believe, frankly, 
that our Lehigh Valley Chapter is such a local body, worthy of 
the support of all engineers. 

Recent gains in Chapter membership encourage us to believe 
that the registered engineers in the Lehigh Valley concur in this 
appraisal. 

LeonarpD FRAIvILLIG 
Chairman—Membership Committee 


NEW MEMBERS 


A cordial welcome is extended on behalf of the Chapter Officers 

to Engineers Frank A. Renner of Washington, D. C. and P. T. 
Vanderwaart of Palmerton, Pa. 
_ Engineer Harry L. Ramage, Lafayette ’17, was recently initiated 
in the Lafayette Chapter of Tau Beta Pi, National Honorary 
Engineering Society. The Lafayette Chapter of this Society was 
formed a few years after Engineer Ramage graduated. 


Engineer C. H. Folkenson changed his address to 1345 Linden 
St., Allentown, Pa. 


PROFESSIONAL ENGINEERS 
Registered Recently in Pennsylvania 


Andrews, Raynall Wride, Jr., 801 Gulf Building, Pittsburgh, Pa.; 
Anson, Edward H., c/o Gibbs & Hill, Inc., Pennsylvania Station, 
New York, N. Y. 

Blattler, Paul X., 509 Cooper Street, Camden, N. J.; Bleifuss, 
Donald J., 504 Overlook Drive, Mt. Lebanon, Pittsburgh, Pa.; 
Burrell, George Arthur, Burrell-Technical Supply Company, 5th 
and Jumonville Streets,, Pittsburgh, Pa. 

Chesley, J. O., 801 Gulf Building, Pittsburgh, Pa. 

Daniels, Francis W., 1650 Hanna Building, Cleveland, Ohio; 
Dickson, Thomas John, 908 Andrews Avenue, Collingdale, Pa.; 
Doehne, George V., 222 Philadelphia Avenue, Waynesboro, Pa. 

Ely, Fred W., 465 Avon Drive, Pittsburgh No. 16, Pa.; Ewald, 
Robert Franklin, 447 Avon Drive, Mt. Lebanon, Pittsburgh, Pa. 

Fulweiler, J. Edwin, Orchard Lane, Moylan, Pa. 

Gatter, Karl L., 103 North 26th Street, Camp Hill, Pa.; Gove, 
Lewis P., Outlook Road, Wakefield, Mass. 
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Harkins, H. Drake, 12066 Du Pont Building, Wilmington, Del. ; 
Hayden, Arthur G., 9 Florida Avenue, Bronxville, N. Y.; Heckler, 
Ernest, 114 Minsinger Street, Pittsburgh, Pa.; Hoar, John C., 375 
Riverview Drive, New Kensington, Pa.; Hoehn, Eduard, 746 North 
Fair Street, Allentown, Pa. 

Lock, George J., 3128 West Allegheny Avenue, Philadelphia, 
Pa.; Markle, Harry A., Jr., Lehigh Structural Steel Co., Foot of 
Allen Street, Allentown, Pa.; Marks, Claude U., 4418 Spruce 
Street, Philadelphia, Pa.; Marsh, Kirtland, 1828 Gulf Building, 
Seventh Avenue, Pittsburgh, Pa.; McKinnon, H. D., Aluminum 
Company of America, New Kens:..gton, Pa.; Medley, Harold P., 
1307 Ingham Street, N. S., Pittsburgh, Pa.; Morris, Galloway C., 
3rd, 15 Westfield Road, Ardmore, Pa. 

Neeld, Chas. M., 2812 Neeld Avenue, Pittsburgh, Pa.; Night- 
hart, - E. c/o Aluminum Company of America, New Kensing- 
ton, Fa. 

Oxer, George C., Room 105 City Hall, East 6th Street & Lake- 
side Avenue, Cleveland, Ohio. 

Rearick, Walter S., Aluminum Company of America, New Ken- 
sington, Pa.; Recco, Frank H., 943 Second Avenue, New Kensing- 
ton, Pa.; Rhodes, Geo. I., Ford, Bacon & Davis, Inc., 39 Broad- 
way, New York City, New York; Ryder, Harry M., Box 182, 
Bradford, Pa. 

Sandston, Leonard M., Number 805 Western Avenue, N. S. 
Pittsburgh, Pa.; Shaver, Thomas R., 53 West Jackson Boulevard, 
Chicago, Ill.; Smith, Alonzo Vincent, 1401 Arch Street, Phila- 
delphia, Pa.; Smith, Ralph W., 600 South 49th Street, Philadel- 
phia, Pa.; Snyder, Victor J., 2309 Green Street, Harrisburg, Pa. 
6.8 Clarence L., 243 Parker Dive. Mt. Lebanon, Pittsburgh 

a. 

Waechter, Ferdinand F., 5147 North Camac Street, Philadel- 
phia. Pa.; Welty, Charles L., Jr., 116 McMunn Avenue, Crafton, 
P. O., Pittsburgh, Pa.; Wertz, Augustus S.. 1332 Garfield Avenue, 
Wyomissing, Pa. 

Yeomans, Lucien I., 205 West Wacker Drive, Chicago, IIl.; 
Young, Aubrey DeBell, 226 Walnut Street, Lebanon. Pa. 


SURVEYORS 


Beck, Ellis L.. R. No. 1, Box 144, Jeannette, Pa. 

Fredenstein, John B., 20 Delaware Drive, Box 303, Mata- 
moras, Pa. 

Geating, William J., 23 South St. George St., Allentown, Pa.; 
Gulden, Horace B., Municipal Building, State College, Pa. 

Horst, Luther H., Box 194, Rutledge, Pa. 

Kehler, S. P., 204 East Sunbury Street, Shamokin, Pa. 

Moyer, Joseph J., c/o York Engineering & Construction Com- 
pany, Rimer, Pa. 

Riggs, Charles E., P. O. Lock Box No. 14, Claysville, Pa. 

Schriver, L. Rex, 62714 South Main Street, DuBois, Pa.; Schuck, 
N. L., 208 Bowman Building, Cor. Third Ave. and Ross Street, 
a Pa.; Shoemaker, W. M., 577 East Main Street, Brad- 
ord, Pa. 

Weaver, Frank C., 215 Brobst Street, Shillington, Pa.; Winter, 
Raymond B., Mifflinburg, Pa. 


* * * 


The Pennsylvania Society of Professional Engineers has’ en- 
rolled 608 members in the society. Allowing for decrease due to 
deaths, resignations and transfers the net enrollment is about 580. 
Since Jan. Ist the society has gained 60 new members. Pittsburgh 
and Lehigh Valley Chapters have had the greatest increases. 

At the monthly meeting of the Philadelphia Chapter at the 
Engineers’ Club, June 2d the following officers were elected by 
mailed ballot for the ensuing year: 

President, Michael L. Coneen, Vice-President, Frank E. Hahn, 
Secretary, Henry F. Bamberger, Treasurer, Milton H. Blez, State 
Director, Samuel I. Sacks, Directors, David C. Finston, and 
Samuel Gross. 

These officers, except the two directors elected for three years. 
have been reelectd and promise a better year, gained from the 
experience of the past year. 

Engr. Charles S. Shaughnessy, Chief Examiner, Civil Service 
Commission of Philadelphia was our guest speaker and presented 
a paper The Engineer in Civil Service. His talk was followed by 
a pertinent discussion and questions answered by the speaker. 


NEW JERSEY 


Pres—JAY A. JACOBS Secty—ERNEST F. WEEKS 


Leo K. McKee, chairman of the Clam Bake Committee of the 
Monmouth-Ocean Professional Engineers Society, requests that 
the following members of said committee be sure to attend the 
regular meeting in Toms River, so that plans for the Clam Bake 
can be formulated: George Randolph, Harry C. Shinn, Benjamin 
Kaplan, J. D. Humphries, Bruce Larrabee, and Otis Seaman. 


The last meeting in Long Branch was well attended, The guest 
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speaker, Major W. C. Ellis, told of some very interesting experi- 
ences in the oil fields of Texas and Oklahoma. 

Our Chapter is growing. Two applicants were elected to mem- 
bership at the last meeting. 

Did you attend the meeting of the Monmouth-Ocean Society 
held Wednesday Evening, June 1, at Hotel Riverview, 77 East 
Water Street Toms River, New Jersey? 

That meeting was Past President’s Night. 

Vice-President Harry C. Shinn provided the entertainment. 

How about the “Position Vacant” “Position Wanted” section. 
It doesn’t cost you anything to advertise in this bulletin. Contact 
J. D. Humphries, Hayes Building, Point Pleasant, N. J. 

Have you received a copy of the New Jersey Engineer? If you 
are a Licensed Engineer you are entitled to receive this bulletin. 


MEETING OF THE BOARD OF TRUSTEES OF THE 

N. J. ASSOCIATION OF PROFESSIONAL ENGINEERS 

AND LAND SS AT NEWARK, N. J. 

I 

Engineers attending included: Lennox, Conklin, Randolph, Wil- 
liams, Seymours, Pray, Andress, Francisco, Wise, Kelly, Mueller, 
McInnis, Wigton, Trimpi, Kay, Jarecka, Mattie, Krueger, Presi- 
dent Jacobs, Hamilton, and Weeks. 

President Jacobs thanked the members of the Legislative Com- 
mittee and the Engineers Architects Committee who worked so 
hard to formulate and later lobby through the assembly, the new 
Engineers Licensed Law Bill. 

There has been a 100% response and cooperation on the part of 
all the engineers who have agreed in principal with everything 
that was being done, and there has been no desertion at any 
period of the progress. 

Prosecution Committce—Engr. G. F. Randolph 

Had one case which was turned over to the Bergen County 
Chapter for action. 

Legislative Committee—Engr. Russell Wise 

New Engineers License Law passed the assembly Monday the 
9th by a vote of 50 to 2. 

Eng. Wise thanked all the members of his committee, for their 
100% cooperation. 

The Architects approved only the amendments but did not ap- 
prove the bill, and gave it no support. 

Eng. Wise introduced Engr. Charles Wigton a member of the 
Architects Engineers Committee, who discussed the amendments 
made to the bill. 

On Monday the 25th a committee of Architects and Engineers 
met at Trenton and the original definition of a Professional En- 
gineer was amended to suit the Architects. ; 

On Wednesday the 27th, the committee met again in Newark 
and the Architects refused to agree to and sign the amendments. 

A public hearing was held in the State Home on Monday the 
2d at which 200 Engineers were in attendance and 60 Architects. 

The Architects and Engineers both presented their case, but 
were in no agreement: The Committees of Architects and En- 
gineers met again in the afternoon to try to agree:—Our Com- 
mittee in this work was comprised of Engr. Russell Wise, Jacobs, 
Dr. Runyon, Geo. Krueger, Benj. Sleeper, Morris Goodkind, C. 
Wigton, E. McInnis. A group of amendments were agreed to and 
signed by the Architects and the bill finally went through the 
assembly with these amendments attached. j 

Engr. Wigton felt that the difficulties with the Architects. did 
much to unify the Engineers in a common cause, and that in the 
ultimate the fight with the Architects was a good thing. The bill 
will be presented in the Senate on Monday night the 16th, and 
it is important that each Senator be contacted personally by men 
from the chapters, and as many letters as possible be sent to each 
Senator asking support for Assembly Bill No. 507. 

The secretary was instructed on motion of Engr. Wigton to 
address the following letter to all State Senators before Monday 
night. 

Dear Senator: : 
Assembly Bill No. 507 the Revised Engineers Licensed Law 


Bill was passed the assembly last Monday night May 9th, by a 
vote of 50 to 2. This bill is backed by the 3500 Professional 
Engineers of the State and has the approval of the Power Engineers 
and Architects of the state. The Legislators of 22 other states 
in the Union have passed a similar bill, which is based on the 
Model Engineers Law, as set up by the 14 Founder Engineering 
Societies and for the benefit of the profession in New Jersey it is 
our earnest desire that you vote favorably for this bill. 


Very Respectfully Yours, 
ERNEST F. WEEKS, . 


Secretary-Treasurer. 
Labor Relations Act Committee 
President Jacobs announced that Engr. Hugh C. Clarke was the 
new Chairman of this Committee, succeeding Engr. Geo. Krueger: 
Engr. Wise suggested that this committee take steps to have 
professional men exempted from the provisions in the Little 
Wagner Act now, before the State Legislature. 
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*. Engr. Russel Wise spoke in form of a Model State Building 
Code, and suggested that the engineers foster such legislation. 
The following resolution presented by V. P. Hamilton was adopted: 

Therefore be it resolved that the President be instructed to ap- 
point a committee for the purpose of investigating and preparing 
a bill to be presented at the next session of the State Legislature 
for the creation of a State Commission for whom an appropriation 
will be asked for studying and developing a model building code 
for the state. 

It was suggested this would be a good subject for one of the 
Technical Section sessions at the next convention. 


1938 Convention Committee—Engr. Geo. Andress. 

The next convention will be held at the Robert Treat Hotel, 
Newark, on Friday and Saturday, January 13th and 14th, 1939. 

President Jacobs announced the appointment of Secretary Ernest 
F. Weeks as Chairman of the Convention Program Committee. 


Publicity Committee—Engr. Chester Mueller. 

The first issue of The Jersey Engineer is at the printers and 
should be in the mail within a few days. 

All of the 3500 licensed engineers in the State will receive a 
copy of this publication. Advertisers will be solicited and it is 
anticipated by the Committee that a second issue will be published 
early in the fall. All engineers are urged to send in their sug- 
gestions and criticisms to Engr. M. W. Parsons, 670 Highland 
Ave., Newark, N. J. 

The following communication was read by the Secretary and 
all Chapters are urged to send in their news items to either Engr. 
Parsons, or Secretary Weeks. 

Engr. Jay A. Jacobs, 

President, New Jersey Society of Professional Engineers, 
105 Hudson Street, 

Jersey City, N. J. 

Dear Engr. Jacobs: 

The usefulness of the AMERICAN ENGINEER as an official pub- 
lication depends entirely upon the material that it carries. Such 
material must be pertinent, comprehensive and up to the minute 
so far as possible. Those entrusted with its compilation and is- 
suance must depend upon the cooperation of the various State 
Societies. There are no paid agents, reporters or other sources 
from which it can secure material. 

Despite the efforts of the Editor to secure news from the 
sources indicated, most State Societies have rendered but little 
assistance. The task is to great, the sacrifice too much and the 
effort wasted if support from the members and member Societies 
is lacking. I am, therefore, requesting each state organization to 
immediately appoint a special committee whose duty it shall be to 
forward each month, and without delay, any items or materials, 
suitable for publication. This presupposes that each Chapter will 
be likewise requested to appoint a local committee with instructions 
to perform the same work for the Chapter. The Chapter com- 
mittees will forward their news to State committees which in turn 
will forward the same to the Editor. Please bear in mind that 
Chapters should always function through the State Society. 

The present situation demands immediate assistance and trust 
that you will advise me directly concerning your state. Please 
give us your support. The Editor receives no salary, employs no 
reporters and is only human. Those States and Chapters which 
have lately published bulletins are doing a splendid job and copies 
of the same should be forwarded in all instances to Editor Craig 
at Harrisburg. 

Appreciating your cooperation, I am 

Cordially yours, 
ARTHUR V. SHERIDAN, 
President National Society 
of Professional Engineers 


The following communication was read from the West Jersey 
Chapter relative to the status of the Land Surveyor in the Asso- 
ciation and National Society: 

Mr. Ernest F. Weeks, Secretary 
200 East Fifth Street, 

Paterson, N. J. 

Dear Ernie: 

I understand a meeting of the State Trustees is forthcoming for 
next Tuesday. In that connection, I should like to call to the 
attention of the Trustees the resolution passed by our Chapter at 
our March 9th meeting, through which we request a special meet- 
ing, the purpose of which is to consider various matters pertain- 
ing to the licensing and the professional status of the Land Sur- 
veyor. ; 

The members of our Chapter feel that the holding of such a 
meeting would be most desirable. and as Chairman of our State 
Committee on Land Surveying, I should personally like to have 
such a meeting held where we can discuss the numerous matters 
pertaining to surveying, that ought to receive attention by the 
State Society. 
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Since some time has elapsed since this resolution was prepared, 
it might now be desirable to call this meeting early in September, 
and have the various Chapters appoint their representatives at the 
coming May meetings. Our resolution requested a meeting be- 
tween April 15th and May 15th, which is now almost impossible, 
and I hesitate to have a meeting called in the month of June. 

Will you kindly notify me on this matter. 

Sincerely yours, 
PAUL P. RICE, 
Secretary 


It was voted that a special meeting of the Board of Trustees be 
held in September, to which all of the members of the Surveyors 
Committee are invited to attend and state their case. The Surveyors 
Committee should meet before this meeting to outline the subjects 
to be discussed, and presented to the Board of Trustees at this 
special Surveyors meeting. 

The following resolution was adopted: 

Be it resolved that State Highway Commissioner Steiner, be 
requested to use the power of his office to aid in the restoration 
of the 1933 pay cuts, made in the salaries of Engineers, employed 
by the State Highway Department. 

Engr. J. Kelly announced the Hudson County Chapter Dinner 
to be held at the Cartaret Club, Hudson Boulevard, Jersey City on 
Wednesday, June 15th at 7:00 P. M.—Tickets $2.00. 

ERNEST F. WEEKS, 
Secretary-Treasurer 
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AN OPEN LETTER 


Hon. Harold H. Burton, 
Mayor of Cleveland. 

The Cleveland Society of Professional Engineers is in accord 
with your public statement of the wide spread of unemployment 
in the Cleveland area, and your appeal for State aid in relieving 
the distress. This same condition of unemployment exists among 
professional engineers as well as other groups. 

In behalf of the professional engineers, and as a measure of 
practical relief in a particular quarter, we ask that the City of 
Cleveland give strong consideration to the fullest possible utiliza- 
tion of the services of local engineers in its development program 
for the Municipal Electric Light Plant and other projects. 

We believe that such a policy would meet with general appro- 
bation, and we would welcome any assurance from you that cur- 
rent programs are planned with this in view. 


Respectfully submitted, 
Special Executive Committee for 
The Board of Direction, 
Cleveland Society of Professional 
Engineers. 
(Signed) Harvey R. Haweoopn, 
Chairman. 
The above letter was sent to all Councilmen, A similar letter 
was sent to Mayor Burton by Cleveland Engineering Society 
under date of May 28, 1938, with copies to Councilman William C. 
Reed, Council President A. E. De Maioribus, and City Clerk, 
Henry C. Miller—Ep. 


ENGINEERS IN JOB PLEA 


Society Asks Burton to Employ Cleveland Men 

In an open letter to Mayor Harold H. Burton, a special com- 
mittee of the Cleveland Society of Professional Engineers yester- 
day suggested that the city give strong consideration to “the fullest 
possible utilization of service of local engineers in its develop- 
ment program for the municipal light plant and other projects.” 

The society, according to the letter, signed by Harvey R 
Hawgood, chairman of the committee, “is in accord with your 
(Mayor Burton’s) statement of the wide spread of unemployment 
in the Cleveland area.”—Cleveland Plain Dealer, May 19, 1938. 


EDITORIAL 


Our Society has never opposed non-resident engineers practicing 
in Ohio because of their non-residence. We hope that in normal 
times it will never do so. 
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Our objection to the City of Cleveland going out of the State 
at this time for a Consulting Engineer for the poposed municipal 
light plant improvements is justified, we believe, in the fact that: 
(1) we have the greatest unemployment problem that has ever 
faced our community, Howard Whipple Green of Cleveland Health 
Council cites that there are 203,500 unemployed in the City of 
Cleveland; (2) the City of Cleveland has asked for State aid 
to relieve the distress caused by unemployment; and (3) if the 
City of Cleveland gets State aid. which it so badly needs, then it 
mg give consideration to the taxpayer and to the unemployed 
in Ohio. 

Ohio stands near the top as an industrial State. In the develop- 
ment of its great industries and power generating plants the 
Engineer has not only played and important part, but has gained 
a broad experience that has made him an asset to our industrial 
life, as evidenced by the large number of Engineers successfully 
engaged in industry and private practice in Ohio. 

Surely Ohio, a State with 7,000 registered professional engi- 
neers, is not so deficient in engineering talent that the City of 
Cleveland cannot find within its borders an Engineer who meets 
its requirements in ability and experience. 


THIRD ANNUAL MEETING 


The Third Annual Meeting of the Cleveland Society of Profes- 
sional Engineers was held at the Case Club, in May, with 100 
members and guests in attendance. 

The Akron Society was represented by Engineers E. H. Spauld- 
ing, W. R. LaDue, and L. J. Hoffman. The Lake Erie Society 
was represented by Engineers E. G. Ankrom, L. G. Goodell, D. E. 
Patterson, and H. F. Alexander. 

The Public Relations Committee reported that during the year 
they have investigated and helped “police” the incorrect listings in 
the latest telephone directory. 

The Professional Relations Committee has investigated and 
reported to the Board on several cases of alleged mispractice by 
engineers. 

The Civil Service Committee filed a report setting up proposed 
salary schedules and classifications for Civil Service employees. 
The committee is now studying certain revisions to the present 
Civil Service Law. 

An amendment to the by-laws, allowing the society to use an 
auditing committee instead of a certified public accountant, was 
passed with only one dissenting vote. 

Prof. Russell Weisman, the main speaker of the evening, gave 
a very interesting talk on Economics for Engineers. The popular 
appeal of his talk was evidenced by the lively discussion that 
followed. 

President Barnes, after summing up the year’s activities, thanked 
the directors and committees for their faithful work during the 
last year. President Barnes introduced the new officers and 
directors, and turned the meeting over to President-elect Young. 

President Young gave a short talk. 

1883-1938 

Edgar D. Moore died at his home 17216 Euclid Ave., May 23, 
1938, after an illness which forced his retirement last October. 
After graduation from Yale University in 1908 Mr. Moore was 
with Lake Shore Ry.; Brown Hoist Co., Chief Engineer and 
Factory Mgr. Broc Electric Co.; Industrial Engineer Remington 
Arms; Factory Manager Lincoln Electric Co.; Factory Manager 
Imperial Electric Co.; Chief Engineer Ohio Brass Co.; Personnel 
Supervisor E. F. Hauserman Co.; and Chief Engineer Una 
Welding Co. 

Mr. Moore was registered mechanical and electrical engineer, 
member of National, Ohio, and Cleveland (charter member) 
Society of Professional Engineers. 


NEW MEMBERS 


We welcome into our society and introduce to the membership 
the following new members: Virgil D. Allen, 2304 Bellfield Road, 
Cleveland Heights; Mathew L. Chambers, 15704 Lydian Avenue, 
Cleveland; Arthur B. Douglas, 4007 Memphis Avenue, Cleveland ; 
Wm. H. Hecker, 3570 Fairmount Blvd., Cleveland Heights; John 
R. Morrison, 14270 South Park Blvd., Shaker Heights; Edward 
F. Simon, 13909 Larchmere Road, Shaker Heights; and Frank 
L. Woodruff, 13452 Merl Avenue, Lakewood. 


ART SHOW 


Director S. A. Bauer has several fine exhibits of wood sculpture 
in the current exhibition at Cleveland Museum of Art. 


CIVIL SERVICE 


-The Committee on Civil Service approved the City charter 
amendment petition which is now being circulated. 

Since the problems considered by the Civil Service Committee 
often extend over a period of two or three years before tangible 
results are obtained it is not always expedient for this Com- 
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mittee to give a progress report. One of these days we will be 
in a position to “shout from the housetops” an outstanding accom- 
plishment of this important committee. 
ASSISTANT EDITORS 

The Board of Direction on May 31, 1938 authorized the ap- 
pointment of four assistant editors. We are pleased to announce 
President W. D. Young’s appointment of Grayum E. Bing, Harvey 
R. Hawgood, Walter L. Leach and John J. Wirts. 

The announcement came too late to change the masthead. 
Starting with the September issue the names of the assistant 
editor will be carried in the masthead, page 2. 


RHODE ISLAND 


Pres—JOHN V. KEILY Secty—CHARLES L. POOL 


Governor Robert E. Quinn recently appointed the Rhode Island 
State Board of Engineering Registration, consisting of the fol- 
lowing: John E. Meade, Deputy City Engineer; Joseph D. 
Guillemette, Consulting Engineer; Philip S. Mancini. Deputy 
Public Service Engineer; Professor Leighton T. Bohl, head of 
the Civil Engineering Department of Brown University; and 
Frederick A. Young, Consulting Engineer. 

Engineers Meade, Guillemette and Mancini are ali members of 
the Rhode Island Society of Professional Engneers. 


Rhode Island has Eng. Registration Law 


( Continued from,Page 14 ) 


Sec. 22. Appeals. Any person who shall feel aggrieved by 
any action of the board in denying or revoking his certificate of 
registration may appeal therefrom to the superior court and, after 
full hearing, said court shall make such decree sustaining or re- 
versing the action of the board as to it may seem just and proper. 

Sec. 23. Violations and Penalties. Any person who shall 
practice, or offer to practice, professional engineering or land 
surveying in this state without being registered in accordance 
with the provisions of this act, and any person presenting or 
attempting to use as his own the certificate of registration or 
the seal of another, and any person who shall give any false or 
forged evidence of any kind to the board or to any member thereof 
in obtaining a certificate of registration, and any person who 
shall falsely impersonate any other registrant of like or different 
name, and any person who shall attempt to use an expired or 
revoked certificate of registration, and any person who shall 
violate any of the other provisions of this act, shall be guilty 
of a misdemeanor, and shall, upon conviction, be fined not more 
than one hundred dollars, or suffer imprisonment for a period 
not exceeding one year, or both. 

It shall be the duty of all duly constituted officers of the law 
of this state, and of the political sub-divisions thereof, to enforce 
the provisions of this act and to prosecute any persons violating 
same. The attorney general of the state or one of his assist- 
ants shall act as legal advisor of the board and render such legal 
assistance as may be necessary in carrying out the provisions 
of this act. 

Sec. 24. Saving Clause. This act shall not be construed to 
prevent or to affect: 

Other Professions or Trades. (a) The practice of any other 
legally recognized profession or trade; or 

Non-Residents. (b) The practice of a person not a resident 
of and having no established place of business in this state, 
practicing or offering to practice herein the profession of engi- 
neering or land surveying, when such practice does not exceed in 
the aggregate more than thirty days in any calendar year; pro- 
vided, such person is legally qualified by registration to practice 
the said profession in his own state or country, in which the 
requirements and qualifications for obtaining a certificate of regis- 
tration are not lower than those specified in this act, or 

Recent Arrivals in State. (c) The practice of a person not a 
resident of and having no established place of business in this 
state, or who has recently become a resident thereof, practicing 
or offering to practice herein for more than thirty days in any 
calendar year the profession of engineering or land surveying, if 
he shall have filed with the board an application for a certificate 
of registration and shall have paid the fee required by this act; 
provided, that such a person is legally qualified by registration 
to practice said profession in his own state or country, in which the 
requirements and qualifications for obtaining a certificate of 
registration are not lower than those specified in this act. Such 
practice shall continue only for such time as the board may re- 
quire for the consideration of the application for registration, or 

Employees and Subordinates. (d) The work of an employee or a ~ 
subordinate of a person holding a certificate of registration under 
this act, or an employee of a person practicing lawfully under 
paragraphs (b) or (c) of this section; provided such work does 
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not include responsible charge and is done under the direct respon- 
sibility, checking, and supervision of a person holding a certifi- 
cate of registration under this act or a person practicing law- 
fully under paragraphs (b) or (c) of this section, or 

Government Officers and Employees. (e) The practice of offi- 
cers and employees of the government of the United States while 
engaged within this state in the practice of the profession of en- 
gineering or land surveying, for said government, or 

Architects. ({£) The -practice of or the usual engineering in- 
cident to the practice of architecture by a person registered as 
an architect where the practice of such person is confined to 
architecture. 


Sec. 25. Invalid Sections. If any section or sections of this 
act shall be declared unconstitutional or inyalid, this shall not 
invalidate any other sections of this act. 


Sec. 26. For the purpose of carrying the provisions of this 
act into effect during the fiscal year ending June 30, 1939, the 
sum of five hundred dollars is hereby appropriated, out of any 
money in the treasury not otherwise appropriated; and the state 
budget director and comptroller is hereby authorized and directed 
to draw his orders upon the general treasurer for the payment 
of said sum, or so much thereof as may from time to time be 
required, upon receipt by him of proper vouchers approved by the 
chairman and secretary of said board. 


Sec. 27. Sections 1 to 25, both inclusive, of this act shall 
take effect upon its passage. and section 26 of this act shall take 
effect July 1, 1938, and all acts and parts of acts inconsistent 
herewith are hereby repealed. 


Connecticut Engineers Arrange New York 
World’s Fair Inspection Trip, October 12 


( Continued from Page 8 ) 


It is anticipated that between 1,000 and 1,500 En- 
gineers will gather at the World’s Fair site at 11:00 
A. M., at which time Grover Whalen and Chief En- 
gineer Hogan will welcome and address the group. 
Leading Architects and Engineers will follow, ex- 
plaining architectural, structural, mechanical, and 
electrical problems and accomplishments, after which 
a buffet luncheon is planned. 

Preliminary plans are well under way for a tour 
of the grounds, terminating in a banquet yet to be 
arranged. 

At an early hour, or as desired by the individual 
groups, private train connections may be arranged for 
between Grand Central Station and the various stops 
en route to Springfield, Mass. 

Special excursion rates are to be made available to 
all Engineers so that the total cost of the trip will 
be kept to a nominal amount. 

Tickets for any or all parts of the trip will shortly 
be made available, together with complete schedule 
and itinerary. 

In view of the large crowd going on this trip, special 
train arrangements have been made and these low 
rates are included in the ticket purchase. 

Individual engineers or members of other societies 
may obtain further information at this time by com- 
municating with the following: 


Mr..H. J. Tippet, Secretary-Treasurer, Box 235, 
New Haven, Conn. 

Mr. Wm. J. Mahan, Chairman, City Hall, New 
Haven, Conn. 

Mr. R. C. Lipps, Chairman, Publicity Committee, 
Trumbull Elec. Mfg. Co., Plainville, Conn. 


THE AMERICAN SOCIETY OF 
MECHANICAL ENGINEERS 


SEMI-ANNUAL MEETING ST. LOUIS—JUNE 20-23, 1938 
THE PROGRAM 


SUNDAY, JUNE 19 


10:00 a.m. — Meeting of Committee on Local Sections. 
2:00 p.m. — Meeting of Executive Committee of Council. 
_ 4:00 p.m. — Informal Conference of the Council. 
MONDAY, JUNE 20 
9:30 a.m. — Council Meeting. - 
2:00 p.m. — Plant Trips. 
4:30 p.m. — Business Meeting. 
6:00 p.m. — Dinner, Senior Councilors and Committee on Local Sections. 
8:00 p.m. — Simultaneous Sessions. 


Time Study 


Practical Applications of Motion-Study Research, RALPH M. BARNES. 
Wage Incentives, A. B. SEGUR. 


Fuels — I 
A Down-Draft Conversion Burner for Domestic Furnaces, J. R. FELLows. 
Coal Carbonization and Its Relation to the Smoke Problem, M. D. Curran. 
Smoke-Density Measurements, H. E. BUMGARDNER. 


TUESDAY, JUNE 21 


9:30 a.m — Simultaneous Sessions. 


Boiler Feedwater 


Carbonaceous Zeolites—An Advance in  Boiler-Feedwater Conditioning, 
Howarp L, 

Boiler-Water Treatment-—-New Methods for Preventing Embrittlement, 
F. G. Straus and T. A. Brapsury. 

Boiler Operation as It Affects Prime Movers, S. E. Tray. 

The Behavior of Sodium Sulphite in High-Pressure Steam Boilers, R. M. 
HITCHENS and J. W. PurssELL. 


Railroad 
Locomotive Axle Testing, T. V. BuckWwALTER, O. J. HorGer, and W. C. 
SANDERS. 
The Drafting of Steam Locomotives, J. R. JACKSON. 


Process 
antitative Analysis of Process Lags, C. E. MASON. 

omparative Analysis of Automatic-Control Theories, A. F. SpritTzGLass. 
12:30 ogy — Smoke-Abatement Luncheon. 

Smoke Abatement — Its Past, Present, and Future in St. Louis, RAYMOND 
R. TucKER. 

Discussion by OsBORN MONNETT. 
2:00 p.m. — Simultaneous Sessions. 


Hydraulic — Power 
Operating Methods and Problems of a Combined Hydro- and Steam-Electric 
System, H. HARRINGTON and E. B. STROWGER. 
Trends in Design of Large High-Pressure Boiler Units, JOHN VAN BRUNT. 


Railroad 
An Oil-Bath-Lubricated Railway Bearing, ALBERT VIGNE and I. EUGENE Cox. 
— of Pressure on Film Viscosity in Heavily Loaded Bearings, S. J. 
EEDS. 


Process 

Engineering Phases of Thermoplastics, J. M. DEBELL. 

The Proportioning of Materials in Process Engineering, J. C. Witt. 
4:15 p.m.—Calvin W. Rice Lecture. 

Some Metallurgical Contributions to Engineering Progress, WILLIAM ROBB 
BARCLAY. 
Evening — National Defense Meeting, followed by Smoker. 

The Manufacture of High-Speed Tanks, MAjor JOHN K. CHRISTMAS. 


WEDNESDAY, JUNE 22 
9:30 a.m — Simultaneous Sessions. 


Fuels — II 
Fuels for Industrial Heating Furnaces, MATTHEW H. MAWHINNEY. 
Power-Plant Requirements of a- Distillery, H. L. WALTON. 
Experiences and Difficulties in Processing Coal, L. C. McCaBE. 


Apprenticeship 


An Apprenticeship Training Program, H. L. HUMKE. 


: Welding and Flame-Cutting 
Oxy-Aceylene Surface Hardening, A. K. SEEMANN. 
Welding Applied to Plant Maintenance and Repairs, H. R. Wass. 
Arc-Welding Costs, E. W. P. SMITH. 

Afternoon — Plant Trips. 

Evening — BANQUET. 


THURSDAY, JUNE 23 


9:30 a.m — Simultaneous Sessions. 


Flanges 
Tests of Heat-Exchanger Flanges, D. B. RossHEIM, E. H. GEBHARDT, and 


H. OLIver. 
Valve-Bonnet Flange-Joint Design, J. D. MaTTIMorE, N. O. SMITH-PETERSEN, 


and H. C. BELL. 
Surface Finishing 

Report on standardization Roughness Measurements, J. R. WEAVER. 

Scope and Limitation of the Projection Method for Shop Measurement, 
Henry F. Kurtz. 

Surface-Finish Measurements, E. J. ABBOTT. 

Iron and Steel 

Foundry Maintenance, WM. CARTER BLIss. 

The Use of Plastic Bronze in Modern Bearing Practice, C. C. MORGAN. 
Afternoon — Plant Trips. 
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PROFESSIONAL ‘DIRECTORY 


F. HERBERT SNOW 
Consulting Engineer 


Telegraph Bldg. Harrisburg, Penna. 


Robert Hall Craig 


Consulting Engineer 
Public Utility » Industrial » Municipal 
Design » Finance 


HARRISBURG, PENNA. 57 William Street, N. Y. 


PROFESSIONAL ENGINEER LICENSE 
EXAMINATIONS 
NEW YORK STATE 
Solutions to last ten examinations 
in Structural Planning & Design $2.10. 
Solutions to last eight examinations 
in Electrical Engineering $3.00 Postpaid. 
W. GLENDINNING 


5123 Bell Blvd., Bayside, N. Y. 


Harry E. Harris 


CONSULTING ENGINEER 


Administrative Controls Manufacturing Methods 
Development - Design - Equipment 
Systems - Standardization 


BRIDGEPORT, CONN. 


Wm. H. Dechant & Sons 


Frederick H. Dechant, CE-ME 
Miles B. Dechant, Archt. 


Reading, Pa. 


WATER WORKS SEWAGE DISPOSAL 
POWER » PUBLIC BUILDINGS » APPRAISAL 


JOHN S. SHOLL 


Consulting Engineer 


WILMINGTON DELAWARE 


Joseph B. Diamond 


Attorney-at-Law 
LICENSED PROFESSIONAL ENGINEER 
NEW YORK, N. Y 152 W. 42 ST. 


ADVERTISING RATES 
The American Engineer 


General Advertising 


Preferred Positions 
Outside back cover (black and 


Inside covers (black and one 
Center spread (black and one 
Terms 


Yearly contract (12 times) 5% discount 
Agency discount ........ 15% 
Cash discount, 10 days . at 


FRAZIER-SIMPLEX, INC. 


436 East Beau Street 
WASHINGTON, PA. 


Engineers to the 
GLASS INDUSTRY 


D. B. STEINMAN 
Consulting Engineer 
BRIDGES 


Design » Construction » Investigation 
Reports » Strengthening Advisory Service 


117 Liberty Street NEW YORK CITY 


Why Isn't 
YOUR NAME 
on this page ? 


This is a Good Spot 
for 
YOUR 


Personal Card 


THE WAYNE LABORATORIES 


Chemists, Bacteriologists, Technicians, Consultants 


Research and Special Problems 


N 


Complete Physical Testing Department 


Compression, Tension and 
Transverse Tests 


Accelerated Weathering and 
Corrosion Studies 


17 E. Main Street 


Waynesboro, Pa. 
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